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[Document  18  • — 1977] 


ANNUAL  REPORT 

OF  THE 

PUBLIC  WORKS  DEPARTMENT 
Period  from  July  1,  1975,  to  June  30,  1976 


Boston,  July  1,  1976. 

Hon.  Kevin  H.  White, 

Mayor  of  Boston, 

Dear  Mr.  Mayor: 

In  compliance  with  the  provisions  of  section  25  of 
chapter  3 of  the  Revised  Ordinances  of  1961,  I respect- 
fully submit  the  annual  report  of  the  Pubhc  Works 
Department  for  the  period  from  July  1,  1975,  to  June 
30,  1976. 

As  required  by  section  36  of  chapter  21  of  the  Revised 
Ordinances  of  1961,  I am  also  submitting  the  annual 
report  of  the  Pubhc  Improvement  Commission. 

Because  the  workings  of  the  department  are  such  that 
its  every  move  is  in  the  public  eye,  it  is  imperative  that 
this  department  operate  as  economically  and  efficiently 
as  possible.  The  operation  of  the  department  is  through 
a Central  Office  and  five  divisions.  Each  division  is  in 
the  charge  of  a Division  Engineer,  who  is  an  expert  in 
his  particular  field.  The  following  are  the  functions  of  the 
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Public  \Vorks  Department : the  construction,  reconstruc- 
tion of  highways  and  sidewalks;  bridges;  street  lighting; 
snow  removal;  sewerage  and  drainage  construction  and 
maintenance;  distribution  of  potable  water  and  the 
maintenance  of  necessaiY  components;  sanitation;  street 
cleaning;  removal  and  disposal  of  refuse  and  garbage; 
incineration;  and  the  cleaning  of  catch  basins.  The 
engineering  requirements  to  carry  on  the  above  programs 
are  by  departmental  employees,  assisted  by  contract 
experts. 

Delegation  of  authority  in  the  depai'tment  is  as  follows: 
Central  Office 

There  are  three  sections  in  the  Central  Office  — an 
Administrative  Branch;  a Alaintenance  Branch;  and  a 
Permit  Branch. 

The  Administrative  Branch  processes  purchase  and 
supply  requisitions,  service  orders,  payrolls,  personnel 
requisitions,  transfers,  promotions,  and  terminations. 
This  branch  also  handles,  studies,  and  prepai’es  reports. 

The  Maintenance  Branch  was  established  February  8, 
1960,  by  the  consolidation  of  the  Automotive  Section  and 
the  Repair  Shop,  formerly  in  the  Sanitary  Division.  This 
branch  is  responsible  for  the  care,  control,  and  mainte- 
nance of  departmental  vehicles.  It  is  also  in  charge  of  the 
public  utility  facilities  in  the  various  yards  and  serves 
as  a housekeeping  unit. 

Communications  Center 

The  depai’tment  maintains  a Communications  Center 
consisting  of  a main  base  station  radio,  linkage  by  closed 
circuit  teletype  system  with  ten  highway  yards,  and  the 
central  snow  removal  office  at  Albany  Street.  Depart- 
mental mobile  units  are  radio  equipped. 

During  the  year  automotive  equipment  amounting  to 
an  expenditure  of  S668,767,  was  purchased  for  the  de- 
partment. 

Permit  Branch 

The  l^ermit  Branch  is  the  departmental  unit  for  the 
issuance  of  permits  and  licenses.  This  branch  receives 
depai’tmental  fees,  rentals,  and  charges  for  these  functions. 
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Contract  Section 

One  of  the  more  important  functions  of  the  Adminis- 
trative Branch  is  the  Contract  Section.  Here  approxi- 
mately 127  contracts,  involving  all  facets  of  public  works, 
are  processed.  The  volume  of  these  contracts  amounted  to 
expenditures  of  approximately  $20,416,213.  The  work  is 
extremely  technic sJ,  as  there  must  be  strict  compliance 
with  the  general  laws,  ordinances,  and  special  laws  per- 
taining to  the  city.  Upon  execution  of  contracts,  copies 
of  periodical  estimates,  extensions  of  time,  and  extra 
work  orders  are  processed  and  filed. 

Fiscal  and  Accounting 

The  financial  and  accounting  records  of  the  department 
are  kept  by  this  section.  All  funds  of  the  department  are 
appropriated  or  allowed  through  six  major  budgets,  seven 
loan  accounts,  and  various  federal  and  state  grants. 

The  following  statements  show  the  appropriations, 
allowances,  expenditures,  etc.  of  the  department’s  funds 
from  July  1,  1975,  to  June  30,  1976. 

Respectfully  submitted, 

Joseph  F.  Casazza, 
Commissioner  of  Public  Works, 


SIIIMMAKY  OF  AI»I»KOI»mATIONS,  KXFFNDITUKFS,  AND  lULANCKS  .|l)NK  :«),  1976 
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TABLE  2 

WATER  SERVICE  RECEIPTS  AND  EXPENDITURES 
July  1,  1975,  to  June  30,  1976 


Revenue  Received  . 
Expenditures  : 

Water  Division 
M.D.C.  Assessment. 
Public  Works  Department 
Collecting  Division  . 

Data  Processing  Unit 
Pensions  and  Annuities  . 
State-Boston  Retirement 
Redemption  of  Debt 
Interest  on  Debt 


$16,187,245  00 

$6,183,144  00 
12,700,362  00 
1,692,294  00 
450,796  00 
853,490  00 
274,554  00 
305,590  00 
340,000  00 
197,784  00 


Total  Expenditures 


22,998,014  00 


Net  Loss 


$6,810,769  00 


TABLE  3 

SEWER  SERVICE  RECEIPTS  AND  EXPENDITURES 
July  1,  1975,  to  June  30,  1976 


Revenue  Received  . 
Expenditures  : 

Sewer  Division .... 
M.D.C.  Assessment. 

Public  Works  Department 
Collecting  Division  . 

Data  Processing  Unit 
Pensions  and  Annuities  . 
State-Boston  Retirement 
Redemption  of  Debt 
Interest  on  Debt 


$3,445,746  00 


$1,289,649  00 
5,954,248  00 
432,911  00 
137,315  00 
296,985  00 
137,834  00 
134,794  00 
793,000  00 
429,675  00 


Total  Expenditures 


9,606,411  00 


Net  Loss 


$6,160,665  00 


TABLE  4 

PERMIT  BRANCH 
July  1,  1975  — June  30,  1976 
CASH  RECEIPTS 


Permits  — signs $44,488  02 

Permits  — openings  and  occupation  . . . 72,558  02 

Sewer  inspection 1,275  00 

Sidewalk  licenses 12,290  15 

Sale  of  dump  tickets 69,800  00 

Sale  of  contract  books ‘ 2,985  50 

Vouchers  administration  and  inspection  . . . 193,674  18 

Special  permits 7,130  10 

Miscellaneous 57,673  11 


Total  . 


$461,874  08 
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COMMITTED  ACCOUNTS 


Rental  — city  property  under  control  of  P.W.D.  . $4,915  00 

Daniajre  to  property  (water,  pipes)  ....  14,208  90 

Damage  to  properly  (Highway  — Street  Lighting)  30,379  95 

Sewer  use  (Tileslon  and  Perkil  Box  Co.)  . . 30,955  41 

Llilil>  permits ■ 5,813  00 

Boston  Tea  Party  Ship 20,503  40 


Total 


DEPOSIT  ACCOUNTS 


Water  deposits  (Pipes,  etc.) $68,973  46 

Street  opening  account  (drain,  water,  etc.)  . . 93,760  02 

Street  opening  account,  special  (Public  Service 

Corp.) 1,592,782  61 


Total 


$106,775  66 


1,755,516  09 


Grand  Total 


$2,324,165  83 


TABLE  5 

PERMIT  BRANCH 
PERMITS  AND  LICENSES  ISSUED 


Signs 2,772 

Permits  ■ — openings  and  occupation 7,137 

Sidewalk  licenses 82 

Sewer  inspection  fees 49 

Dump  tickets 69,800 

Special  permits 233 


Total 80,073 


DEPOSIT  RECEIPTS  ISSUED 


Water  deposits 423 

Street  opening  deposits 240 

Contract  books 552 

Special  meter  tests 171 

Total 1,386 

Driveway  applications  issued  and  processed 167 

Notices  of  violations  issued  and  served 114 
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Personnel  Section 

Records  of  the  department  now  indicate  an  active 
work  force  of  1,121  persons. 

During  the  period  covered  by  this  report  (July  1,  1975, 
through  June  30,  1976)  there  were  six  employees  per- 
manently and  voluntarily  separated  from  the  public  ser- 
vice; forty-four  employees  retired,  among  them  the  be- 
loved former  Commissioner  of  Public  Works,  John  F. 
Flaherty;  thirteen  employees  resigned  to  accept  employ- 
ment elsewhere;  and,  most  regretfully,  seventeen  em- 
ployees died,  among  them  Mr.  Joseph  P.  Gately,  Super- 
visor of  Highway  Maintenance,  Highway  Division,  and 
Mr.  Francis  G.  McCarthy,  Chief  Sewer  Pumping  Station 
Operator,  Sewer  Division,  both  of  whom  were  employees 
of  extraordinarily  high  caliber,  respected  and  admired  by 
their  fellow  coworkers;  additionally,  live  employees  trans- 
ferred to  other  city  departments. 

A total  of  five  new  employees  entered  the  ranks  of  the 
Public  Works  Department  and  two  employees  were  rein- 
stated to  positions  they  had  formerly  held  in  this  de- 
partment. 

There  was,  therefore,  a net  loss  of  seventy-eight  em- 
ployees from  the  rolls  of  the  Public  Works  Department. 

As  of  August  25,  1975,  the  South  Bay  incinerator,  a 
facility  operated  by  the  Public  Works  Department,  was 
ordered  closed  by  the  Suffolk  Superior  Court  after  a pro- 
tracted legal  struggle  by  the  City  of  Boston  to  retain 
the  facility. 

_ The  court-ordered  closing  would,  ordinarily,  have  re- 
sulted in  the  loss  of  in  excess  of  eighty  employees.  How- 
ever, the  City  of  Boston  and  the  unions  involved  reached 
an  agreement,  exclusive  of  the  court  decision  (which,  in 
fact,  took  no  notice  of  the  employees  involved)  to  retain 
the  more  than  eighty  employees  concerned  and  reclassify 
and  reassign  them. 

A task  force  was  established  by  the  Commissioner  of 
Public  Works  composed  of  four  members,  namely,  Mr. 
Robert  P.  Mehegan,  Executive  Secretary,  Public  Works 
Department;  Mr.  Stephen  J.  Clegg,  Senior  Personnel 
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Oflicer,  Public  Works  Department;  Mr.  John  Glynn, 
Personnel  Analyst,  Administrative  Services  Department, 
Personnel  Division;  and  Mr.  Frank  Gay,  Staff  Represen- 
tative, Council  45,  A.F.S.C.M.E.,  A.F.L.-C.I.O.,  and 
mandated  by  the  Commissioner  to  interview,  evaluate, 
and  reclassify  employees  of  the  South  Bay  incineratoi. 

At  this  writing,  the  bulk  of  employees  formerly  work- 
ing at  the  incinerator  facility  have  been  reclassified  and 
it  is  anticipated  the  remaining  unreclassified  employees 
will  be  both  reclassified  and  reassigned  by  September, 
1976. 

The  reclassification-reassignment  program  is  an  inspir- 
ing example  of  cooperation  between  city  and  union 
officials. 

During  the  year  covered  by  this  report  approximately 
28,000  separate  personnel  actions  were  processed  in  the 
department  personnel  office.  These  included  appoint- 
ments, promotions,  step-rate  increments,  deaths,  resigna- 
tions, retirements,  surveys,  research  and  reports,  position 
evaluations,  promotional  bulletins,  budget  amendments, 
transfers,  reassignments,  and  like  matters. 

4;  :|c  $|c 

John  Francis  Flaherty,  Retired,  September  12,  1975 

John  F.  Flaherty,  who  served  as  Commissioner  of 
Public  Works  in  the  City  of  Boston  from  July  1,  1965, 
through  July  7,  1968,  retired  from  active  service  on  Sep- 
tember 12,  1975.  He  had  served  as  Division  Engineer 
of  the  Sanitary  Division  and  at  the  time  of  his  retire- 
ment was  Deputy  Commissioner  of  Public  Works  and 
Division  Engineer  of  the  Sanitary  Division.  Mr.  Flah- 
erty’s public  service  career  commenced  June  19,  1931, 
and  spanned  a period  in  excess  of  forty-four  years. 

Mr.  Flaherty,  or  “John,”  as  he  is  known  fondly  to  his 
friends  in  the  Public  Works  Department  — and  he  has 
many  — will  always  be  remembered  by  those  who  were 
privileged  to  have  worked  with  — not  for  — him.  His 
high  standards  of  conduct,  effort,  expert  grasp  of  the 
myriad  details  involved  in  public  works  administration. 
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and  his  warm  humanity  made  him  an  outstanding  em- 
ployee of  the  City  of  Boston  and  a well-respected  leader 
not  only  in  the  Boston  Public  Works  Department  but 
throughout  the  city,  state  and  New  England  region  as 

well. 

We  wish  him  many  long  years  of  enjoyment  in  his 
retirement. 

Joseph  P.  Gately,  Died  June  28,  1976 

“Joe”  Gately  was  an  employee  whose  value  to  the 
Public  Works  Department  cannot  be  measured  simply 
in  terms  of  his  years  of  service  — over  thirty  years  — 
either  as  acting  Superintendent  of  Highway  Maintenance, 
Highway  Division,  or  as  Supervisor  of  Highway  Main- 
tenance at  the  District  10,  Highway  Yard,  in  Boxbury. 
Mr.  Gately’s  impact  upon  this  department  is  to  be  found 
more  in  the  high  standards  of  conduct  and  effort  he 
inculcated  in  those  employees  he  was  responsible  for 
training  throughout  the  years  of  his  service.  He  will  be 
missed. 

Francis  G.  McCarthy,  Died  July  17,  1975 

“Frank”  McCarthy  was  an  employee  and  supervisor 
whose  service  to  the  City  of  Boston  was  always  chai*ac- 
terized  by  dedication,  concern,  and  expertise  in  all  phases 
of  his  work  as  Chief  Sewer  Pumping  Station  Operator  in 
the  Sewer  Division. 

Mr.  McCarthy  is,  and  will  be,  remembered  by  those 
who  were  associated  with  him  as  an  affable  man,  in  whom 
confidence  and  trust  could  be  placed  without  fear  or 
question. 

He  was  a gentlemen  in  the  full  sense  of  that  word. 
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TABLE  6 

MMBEU  OF  EMPLOYEES,  BY  DIVISION,  ACTUALLY 
EMPLOYED  JUNE  30,  1976 


Division 

Authorized 

Quota* 

-Actual 

Employeest 

Central  Office 

131 

123 

Highway  Division 

593 

449 

Sanitary  Division 

230 

150 

Sewer  Division 

109 

89 

Engineering  Division 

58 

50 

Water  Division 

287 

260 

Totals 

1,408 

1,121 

♦Quotas  include  unfunded  vacancies. 

tActual  work  force  includes  only  funded  vacancies. 


TABLE  7 

APPOINTMENTS,  REINSTATEMENTS  AND  TRANSFERS  FROM  OTHER 

CITY  DEPARTMENTS 


Division 

.Appointment 

Reinstatement 

Transfers 

Central  Office 

3 

1 

0 

Highway  Division 

1 

0 

0 

Sanitary  Division 

0 

0 

0 

Sewer  Division 

0 

0 

0 

Engineering  Division 

0 

0 

0 

Water  Division 

1 

1 

0 

Totals 

5 

2 

0 

TABLE  8 

SEPARATIONS,  RESIGNATIONS,  TRANSFERS,  RETIREMENTS, 
DISCHARGES,  AND  DEATHS 


Division 

Separa- 

tions 

Transfers 

Retire- 

ments 

Dis- 

charges 

Deaths 

Resig- 

nations 

Central  Office 

1 

1 

5 

— 

2 

2 

Highway  Division 

1 

1 

19 

- 

4 

5 

Sanitary  Division 

— 

2 

9 

— 

3 

3 

Sewer  Division 

1 

— 

3 

— 

3 

1 

Engineering  Division 

— 

1 

— 

— 

— 

- 

Water  Division 

.3 

— 

8 

— 

5 

2 

Totals 

6 

5 

44 

— 

17 

13 
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MAINTENANCE  BRANCH 
History 

The  Maintenance  Branch,  a section  of  the  Central 
Office,  was  established  February  8,  1960,  by  the  Com- 
missioner of  Public  Works  and  is  a consolidation  of  the 
former  Automotive  Division  of  the  Repair  Shops,  previ- 
ously under  the  jurisdiction  of  the  Sanitary  Division. 

Functions  and  Procedures 

The  Maintenance  Branch  is  responsible  for  the  care, 
control,  and  maintenance  of  all  department-owned  vehi- 
cles, and  for  the  operation,  care,  and  maintenance  of  all 
real  estate  and  related  facilities  of  the  Public  Works 
Department.  The  control  of  public  utilities,  such  as  tele- 
phones, electrical  services,  etc.,  is  vested  in  the  Mainte- 
nance Branch,  as  well  as  household  supplies,  fuel  oil,  etc. 

The  Maintenance  Branch  is  primarily  a service  agency, 
and  its  success  depends  on  how  efficaciously  it  meets  the 
operating  demands  of  the  entire  department.  It  is  re- 
sponsible foi  the  following  functions: 

(1)  Performs  automotive  repairs  of  many  types;  (2) 
determines  repairs  to  be  made  by  commercial  firms  and 
checks  the  repairs  which  are  made;  (3)  maintains  stocks 
of  automotive  supplies;  (4)  lubricates  vehicles  and  makes 
periodic  changes  of  oil;  (5)  supervises  the  maintenance 
of  vehicles  through  periodic  inspections  and  through 
preventative  maintenance  procedures;  (6)  dispenses  gaso- 
line, oil,  and  antifreeze  to  department  vehicles;  (7)  is 
responsible  for  the  storage  of  vehicles  in  garages  of  the 
department  and  in  commercial  storage  areas;  (8)  keeps 
records  of  equipment  and  supplies  and  cost  analysis 
records;  (9)  participates  in  decisions  concerning  the  pur- 
chase of  new  equipment;  (10)  draws  up  specifications  for 
new  equipment;  (11)  receives  new  equipment  and  pre- 
pares it  for  use;  (12)  furnishes  emergency  towing  service 
for  vehicles  of  any  municipal  agency;  (13)  furnishes  com- 
munications of  radio,  teletype,  and  telephone  to  operating 
units  of  the  Public  Works  Department;  the  central  dis- 
patching headquarters  is  at  710  Albany  Street. 
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The  ninety-four  employees  of  the  Maintenance  Branch 
on  the  payroll  as  of  June  30,  1976,  were  employed  at  the 


below-mentioned  locations: 

City  Hall  . . . 3 

Highland  Street  Repair  Garage 28 

Area  1 — Albany  Street : 

Blacksmith  Shop 10 

Street  Sweeper  Repair  Shop 12 

Building  Maintenance  Shop 18 

Albany  Street  Storage  Garage  . . . . .4 

Communications  Center 4 

Area  2 — Forest  Hills  Garage 5 

Area  3 — Hancock  Street  Garage  ....  6 

Dana  Avenue,  Welding  Shop 4 

Employees  on  Payroll 

June  30,  1976  — 94  December  31,  1967  — 97 

June  30,  1975  — 85  December  31,  1966  — ■ 97 

June  30,  1974  — 87  December  31,  1965  — 91 

December  31,  1972  — 96  December  31,  1964  — 94 

December  31,  1971  — 91  December  31,  1963  — 99 


December  31,  1970  — 95  December  31,  1962  — 107 

December  31,  1969  — 94  December  31,  1961  — 120 

December  31,  1968  — 95 

The  following  is  a program  of  activities  of  the  various 
sections  of  the  Central  Office  — Maintenance  Branch: 

A.  Administrative  Section 

B.  Automotive  Repair  Section 

C.  Welding  Repair  Section 

D.  Building  Maintenance  Section 

E.  Communications  Center  • 

Administrative  Section 

The  principal  administrative  functions  include:  (a) 
budget  estimates  and  reports;  (b)  preparation  of  contracts, 
specifications,  and  invitations  to  bid;  (c)  procurement  of 
equipment,  tools,  parts,  materials,  and  supplies;  (d)  ac- 
counting and  cost  records  and  reports;,  (e)  maintenance 
records  and  reports;  (f)  contract  administration;  (g)  gen- 
eral supervision  of  equipment;  (h)  general  supervision  of 
the  repair  shops;  (i)  general  supervision  of  personnel; 
(j)  supervision  of  correspondence;  (k)  supervision  of  the 
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Communications  Center;  (1)  dispension  of  gasoline;  (m) 
supervision  of  safety  program;  and  (n)  time-keeping  and 
record-keeping. 

The  Albany  Street  Garage  is  a two-story  building  with 
a floor  area  of  22,000  square  feet,  and  is  utilized  for 
garaging  of  trucks  and  dispensing  of  gasoline  and  oil. 

Automotive  Repair  Section 

The  Automotive  Repair  Section  is  divided  into  four 
locations:  (1)  Highland  Street  Motor  Repair  Garage, 
Roxbury;  (2)  Albany  Street,  Roston  Proper;  (3)  Forest 
Hills,  Jamaica  Plain;  (4)  Hancock  Street,  Dorchester. 

1.  The  Highland  Street  Motor  Repair  Garage  is  a 
one-story  building  with  a floor  area  of  8,200  square  feet, 
and  is  utilized  for  general  repair  work,  stockroom,  lubrica- 
tion and  dispensing  of  gasoline  and  oil.  Approximately 
10,000  repair  jobs  are  performed  yearly  at  the  various 
garages.  The  stockroom  at  the  Highland  Street  Motor 
Repair  Garage  maintains  an  inventory  of  approximately 
$50,000  worth  of  repair  parts,  tires,  batteries,  etc. 

Typical  repair  jobs  performed  at  the  Highland  Motor 
Repair  Garage  are  listed  below : 

(a)  Adjusting,  relining,  and  repairing  brakes 

(b)  Adjusting  and  overhauling  clutches 

(c)  Repairing  fuel  pumps 

(d)  Repairing  and  installing  mufflers 

(e)  Motor  tune-up  jobs 

(f)  Major  chassis  repairs 

(g)  Engine  overhaul 

(h)  Ignition  and  carburetor  repairs 

(i)  Installign  rebuilt  motors  on  trucks 

(j)  Repairing  of  power  take-offs  on  hoists 

(k)  Repairing  tires  and  tubes 

2.  The  Albany  Street  Sweeper  Repair  Shop  is  respon- 
sible for  the  mechanical  operation  of  the  street  sweepers. 
The  Albany  Street  Sweeper  Repair  Shop  combined  with 
the  Welding  Repair  Section  comprises  an  area  of  approxi- 
mately 30,000  square  feet.  The  shop  personnel  perform 
complete  overhaul  operations  and  install  motors  con- 
sisting of  the  removal  of  the  fan  belt,  engine  pulleys. 
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generators,  water  pumps,  intake  and  exhaust  manifold, 
carburetors,  plugs,  wires,  distributors,  rear  housing,  fly- 
wheel, clutch  pressure  plate,  and  bearings. 

The  workers  repair  and  install  drive  chains  on  front 
wheels,  elevators,  auxiliary  drive,  and  main  broom  drive-; 
as  well  as  aligning,  repairing,  and  installing  sprockets  for 
these  chains.  They  overhaul  the  hydraulic  system,  and 
overhaul  the  transmission  of  rear  ends. 

The  Sweeper  Repair  Shop  employees  replace  plugs, 
points,  condensers,  and  “tune’  the  sweepers.  They  clean 
and  adjust  plugs  and  points.  In  the  snow  season  they 
repair  the  snow-flghting  equipment  in  the  area. 

Every  two  weeks  a complete  grease  and  oil  change  is 
performed,  including  filter  replacement,  and  steam  clean- 
ing of  entire  vehicle  (inside  and  out)  is  made. 

3.  The  Forest  Hills  Garage  is  a one-story  building  of 
approximately  8,400  square  feet.  Specifically  the  shop 
personnel  grease  cars,  trucks,  tractors,  and  other  auto- 
motive equipment.  They  check  transmissions  and  dif- 
ferentials for  proper  lubrication,  and  change  the  grease. 
In  general  this  garage  is  used  for  ordinary  repair  work  to 
all  types  of  vehicles,  as  well  as  for  lubrication  and  the 
dispensing  of  gasoline  and  oil. 

4.  The  Hancock  Street  Garage  is  a one-story  building 
with  a floor  area  of  8,800  square  feet,  and  is  utilized  for 
general  repair  work  to  all  types  of  vehicles,  and  lubrication 
and  dispensing  of  gasoline  and  oil.  In  essence  this  garage 
performs  similar  functions  in  Area  3 to  those  done  by  the 
Forest  Hills  Garage  in  Area  2. 

A number  of  special  jobs  are  sent  to  outside  repair 
shops.  These  are  jobs  which  the  garages  lack  the  facilities 
to  (lo  themselves,  or  which  it  is  believed,  because  of  their 
particular  nature,  can  be  handled  more  economically  or 
efliciently  by  firms  which  specialize  in  the  work.  A list 
of  these  repair  jobs  which  are  performed  outside  would 
noiinally  include  the  below-mentioned: 

(a)  Radiator  repairs 

(b)  Glass  work 

(c)  Some  ignition  work  (e.g.,  magnetos,  distributors, 

etc.) 
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(d)  Rebuilding  of  motors 

(e)  Spring  repairs 

(f)  Starter  motors 

(g)  Upholstering  work 

Welding  Repair  Section 

The  Welding  Repair  Section  is  divided  into  two 
locations:  (1)  Albany  Street  Welding  Repair  Section 
and  (2)  Dana  Avenue  Welding  Repair  Section. 

1.  The  Albany  Street  Welding  Repair  Section  is 
responsible  for  mechanical  welding  and  blacksmith  re- 
pairs to  street  sweepers,  brooms,  and  runners;  the  main- 
tenance of  snowplows  (approximately  300  snowplows 
and  frames  are  installed  on  city  trucks  and  contractors’ 
equipment);  the  care  and  maintenance  of  disposal  boxes. 

The  repair  shop  personnel  lay  out,  cut,  and  fit  materials 
for  welding;  preheat  and  clean  metals;  perform  auto  body 
repair  work  of  all  types,  including  straightening,  grinding, 
and  welding.  The  shop  personnel  install  plow  frames, 
pumps,  and  rams,  and  repair  and  replace  the  same. 
They  weld  grouzer  bars  on  bulldozers,  repair  and  extend 
blades  on  bulldozers,  and  make  all  types  of  brackets 
and  clamps  for  all  the  divisions  of  the  department. 

Considerable  repair  work  is  performed  for  divisions 
of  the  department ; repairing  of  pumps  and  screens  for  the 
Sewer  Division;  repairing  of  pipes,  burning  of  joints, 
cutting  of  bolts,  repairing  of  gate  and  shut-off  wrenches 
for  the  Water  Division;  welding  parts  for  cranes  and 
stabilizing  bars  for  the  Sanitary  Division  (incinerator) ; 
and  repairing  signs  and  fences  for  the  Highway  Division. 

The  Dana  Avenue  Welding  Repair  Section  welds, 
heats,  and  straightens  all  types  of  department-owned 
vehicles.  Spray  painting,  steam  cleaning,  sanding, 
chipping  on  all  department  vehicles  are  performed  here 
as  well  as  lettering  and  installing  decals  on  equipment. 

This  shop  is  engaged  in  the  repair  and  maintenance 
of  motor  vehicles,  heavy  equipment,  street  sweepers, 
snow  removal  equipment,  and  the  welding,  straightening, 
and  grinding  of  auto  bodies,  parts,  and  equipment. 

This  repair  shop  is  used  for  general  repair  work  to  all 
types  of  vehicles  as  well  as  lubrication  and  the  dispensing 
of  gasoline. 
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Building  Maintenance  Section 

The  Building  Maintenance  Section  is  located  at  the 
Albany  Street  Garage.  This  section  maintains  the  build- 
ings and  related  property  of  the  department;  constructs 
and  repairs  barriers,  disposal  boxes,  and  signs;  erects 
fences  and  platforms;  remodels  offices,  etc. 

The  shop  personnel  build  signs  for  all  types  of  work, 
such  as  “No  Parking”  for  street  cleaning  and  snow 
removal  signs;  repair  oak  decks  on  low-bed  trailers  and 
wooilen  sills  on  all  trucks;  repair  all  damage  caused  by 
city  vehicles  (carpentry) ; erect  and  repair  pitometer 
houses  for  the  \\  ater  Division  pitometer  survey;  build 
and  remodel  walls  and  partitions  in  all  Public  Works 
Department  offices;  construct  wood  forms  for  concrete 
blocks,  foundations,  footings,  and  walls;  crate  all  types 
of  heavy  machines  to  be  transported;  keep  in  repair 
approximately  1,000  feet  of  chain  link  fence. 

Communications  Center 

The  purpose  of  the  Communications  Center  of  the 
Public  Works  Department  (which  is  located  at  710 
Albany  Street),  and  the  Communications  Center  for 
Civil  Defense  (which  is  located  in  City  Hall),  is  to  be  in 
constant  contact  with  the  vehicles  which  are  equipped 
as  mobile  stations. 

The  radio  system  is  designed  with  three  objectives  in 
mind:  (1)  to  furnish  the  Public  Works  Department  with 
the  best  radio  communications  possible;  (2)  to  increase 
the  efficiency  of  the  Public  Works  Department;  (3)  to 
save  the  taxpayers  money  by  eliminating  the  needless 
use  of  labor  time. 

The  Communications  Center  of  the  Public  Works 
Department  operates  twenty-four  hours  a day  and  seven 
days  a week.  A closed  circuit  teletype  system  and  base 
radio  station  is  installed  in  ten  highway  district  yards 
linking  those  districts  with  their  vehicles  and  the  central 
snow  removal  office  at  Albany  Street.  In  case  of  power 
failure  at  the  Main  Base  Station,  the  auxiliary  unit  at 
Albany  Street  would  be  activated.  The  need  for  the 
Main  Base  is  to  provide  an  overall  coverage  to  the  mobile 
units  and  the  ten  stations. 
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TABLE  9 

The  Maintenance  Branch  is  responsible  for  the  repairs 
and  maintenance  of  the  automotive  equipment  of  the 
Public  Works  Department,  which  consisted  of  the  follow- 
ing on  June  30,  1976: 

Backhoes 

Box  trucks,  20,000-30,000  GVWR 

Bull  dozers 

Catch  basin  cleaners 

Compressors 

Dump  trucks,  30,000-40,000  GVWR  .... 

Dump  trucks,  40,000-50,000  GVWR  .... 

Fork  lifts 

Front  end  loaders 

Gradall 

Load  packers,  20  cubic  yard 

Pickups 

Salting  bodies 

Sedans  

Sidewalk  tractors,  with  plows 

Snow  blower,  20,000  GVWR 

Station  wagons 

Street  sweepers 

Three-wheel  refuse  vehicles 

Tow  trucks,  5-ton  capacity 

Tow  trucks,  20-ton  capacity 

Vans,  6,500-10,000  GVWR 

Miscellaneous 

New  Equipment  (Automotive  Purchases 


from  1975-1976  Appropriations) 


Twelve  34,000  GVWR  dump  trucks 

$251,707 

15 

One  43,000  GVWR  tandem  cab  and  chassis 

27,707 

15 

Fifteen  station  wagons 

58,700 

00 

One  10,000  GVWR  van 

11,975 

03 

Three  7,500  GVWR  van 

12,443 

73 

One  20,000  GVWR  dump  truck 

9,670 

00 

One  8,300  GVWR  pickup 

3,818 

51 

One  10,000  GVWR  pickup 

4,340 

69 

Four  Mechanical  sweepers 

110,400 

00 

One  20,000  GVWR  dump  with  special  body 

16,462 

03 

Fifteen  three-wheel  refuse  veliicles 

78,025 

00 

Five  compressors 

19,224 

00 

Two  10,000  GVWR  pickups 

9,970 

52 

Two  sidewalk  tractors 

29,106 

00 

Six  salt  spreaders 

24,960 

00 

2 

5 

6 

20 

107 

6 

3 

24 

1 

5 

81 

56 

6 

22 

1 

80 

33 

57 
3 
2 

15 

40 


$668,767  42 
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The  below-ineiitioiied  are  expenditures  for  new  equip- 
ment in  the  last  six  years: 


1975-1976 
1974-1975 
1973  . 
1972  . 
1971  . 
1970  . 


$668,767  42 
1,257,059  90 
• 913,725  00 
147,113  00 
525,770  00 
485,860  00 


ENGINEERING  DIVISION 

Submitted  herewith  is  the  annual  report  of  the  Engi- 
neering Division  of  the  Boston  Public  Works  Depart- 
ment for  Fiscal  1975,  July  1,  1975,  through  June  30,  1976. 

This  report  covers  a most  unusual  one-year  period 
relative  to  the  work  of  this  division  in  that  the  portion 
of  the  year,  between  July  and  December  of  1975  was  a 
period  of  intense  activity  relative  to  contract  advertising. 
In  fact,  of  the  total  of  thirty-six  contracts  that  we  adver- 
tised for  the  fiscal  year,  thirty  were  advertised  in  1975. 
Actually,  of  the  six  contracts  that  were  advertised  in 
1976,  three  were  for  routine  Water  Division  emergency 
excavation  work;  one  was  to  replace  a water  main  in  a 
street  before  school  opened;  one  was  for  supplying  a 
short  extension  of  our  sewer  and  water  mains  to  service 
a new  house;  and  the  final  one  was  to  repair  some  spalled 
sidewalks. 

This  means  that  because  of  the  tight  fiscal  situation 
of  the  city  in  1976,  we  had  a virtual  moratorium  on 
normal  advertising  activities  for  the  first  six  months  of 
1976. 

In  reviewing  the  happenings  of  the  past  year  in  so  far 
as  they  concern  this  division,  there  are  a few  items  worth 
noting  such  as: 

1.  The  long-awaited  demolition  of  the  MBTA  elevated 
struct  lire  in  Charlestown,  which  required  careful  plannning 
and  coordinating  with  many  agencies,  one  of  which  was 
this  division  for  mattei*s  of  concern  to  our  department. 

2.  Touched  upon  in  the  report  of  the  Planning  and 
Progi’animing  Section  of  this  division  is  our  involvement 
in  preparing  a new  street  book.  We  felt  that  we  should 
tie  in  the  required  new  street  book  with  our  Bicentennial, 
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so  we  set  up  a cover  design  showing  a 1776  outline  of 
Boston  superimposed  on  a 1976  Boston  outline,  both  of 
which  were  superimposed  on  a page  printed  from  a 1776 
street  listing. 

In  the  interior  of  the  book  we  preceded  each  alpha- 
betical change  on  street  names  with  a page  showing  the 
letter  of  the  alphabet  involved  and  with  it  a Bicentennial- 
type  picture,  the  title  of  which  contained  this  letter. 
Also,  in  special  type  we  added  to  the  listed  name  the 
quaint,  original  name  of  many  of  our  intown  streets. 
The  project  was  completed  in  April  and  the  printed 
books  are  expected  this  summer. 

3.  I feel  that  this  report  would  not  be  complete 
without  commenting  on  the  many  details  handled  by 
the  division  which  do  not  clearly  show  in  the  statistics 
listed  by  our  various  sections.  Providing  for  the  details 
requires  that  we  spend  considerable  time  working  in 
liaison  with  many  agencies  both  city  and  non-city.  A 
case  in  point  would  be  that,  out  of  a total  of  approxi- 
mately $7,000,000  worth  of  contracts  advertised  by  the 
BBA  in  Fiscal  1975,  approximately  $6,300,000  of  this 
amount  involved  streets,  water  mains,  drainage  struc- 
tures, etc.,  and  all  of  this  work  was  developed  in  coordi- 
nation with  our  division  and  required  our  review  and 
comment.  This  especially  pertained  to  all  design  work 
requiring  Public  Improvement  Commission  action. 

From  July  1,  1975,  through  June  30,  1976,  the  detaik 
for  all  of  the  advertised  contracts  listed  below  were 
originated,  surveyed,  designed,  drawn,  estimated,  and 
documented  b^  this  division  except  as  noted  by  asteiJsk 
or  dagger  (*  or  f). 


New  Street 

Bid  Prices 

Totals 

One  street,  135  feet  long 

Street  Reconstruction 

a.  Capital  Improvement  Loan,  27  streets, 

$16,501 

$16,501 

24,187  feet,  4.58  miles, 
tb.  Code  Enforcement,  7 streets,  3,225 

966,301 

feet,  .61  miles 

c.  Community  Development  Block 

Grants,  5 streets,  3,590  feet,  .68 

269,735 

miles 

*d.  Chapter  90,  2 streets,  9,756  feet,  1.85 

176,095 

miles 

*In  cooperation  with  Mass.  Dept,  of  Public  Works 
tSupervising  consultant’s  work 

1,6.53,936 

3,066,067 
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Sidoralk  Reconstruction 
a.  Capital  Improvement  Loan 

1.  Sidewalks  relaid,  9 streets,  11,305 

feet,  2.14  miles 

2.  Utility  cuts  relaid,  90  streets 

3.  New  sidewalk  ramps  .... 

4.  Breached  sidewalks,  38  streets 


$239,779 

149,125 

53,936 

159,852 


$602,692 

h.  Community  Development  Block  Grants 

1.  Sidewalks  relaid,  8 streets,  12,500 

feet,  2.38  miles $173,298 

2.  Patching  various  locations,  82  streets . 130,525 


$303,823 

Street  Lighting 

a.  Capital  Improvement  Loan,  3 streets. 


12  shopping  centers  ....  1,184,508 

b.  Community  Development  Block 

Grants,  34  streets 986,912 


Water  Works 

a.  New  and  relaid  pipe,  45  streets  . 1,135,816 

1).  Cleaning  and  lining  existing  pipes,  31 

streets 1,139,095 

c.  Miscellaneous,  hydrants,  emergency  ex- 
cavations, and  I'ro/en  pi[)es  350,109 


$906,515 


2,171,420 


Sewerage  Works 
3 streets 


2,625,020 

24,789 

24,789 


Grand  Total $8,810,312 

Administrative  Section 

The  head  clerk  of  the  Administrative  Section,  assisted 
by  a principal  clerk,  performed  the  required  administra- 
tive and  clerical  functions  of  the  division. 

Among  these  functions  were  the  processing  and  main- 
tenance of  division  records  pertaining  to  daily  time  sheets, 
weekly  payrolls,  budget,  personnel,  correspondence,  in- 
cluding indexing  and  filing.  All  contract  stencils  for  the 
department’s  contracts  were  typed,  proofread,  and  col- 
lated by  this  section.  Payments  for  consultants  were  also 
prepared,  typed,  and  forwarded  for  payments  for  con- 
tractual services  performed  in  connection  with  the  Code 
Enforcement  areas,  street  lighting  programs,  and  the 
usual  contract  payments. 

This  section  keeps  the  information  on  new  sewer  and 
water  plans  as  well  as  laying-out  plans,  discontinuances, 
etc.,  and  keeps  a current  up-to-date  alphabetical  filing 
card  system. 
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Planning  and  Programming  Section 

This  section,  consisting  of  a senior  civil  engineer  and  a 
junior  civil  engineer  was  temporarily  expanded  by  the 
addition  of  two  senior  engineering  aids  to  assist  in  the 
preparation  of  a Bicentennial  street  directory. 

Among  the  requirements  for  the  new  street  book  was 
the  updating  of  all  street  information,  where  applicable, 
and  proofreading  the  entire  book  for  changes  and  correc- 
tions. Considerable  research  was  required  on  obtaining 
old  photographs,  woodcuts,  etc.,  and  releasing  of  copy- 
rights in  order  to  proceed  with  this  special  edition. 

Additionally,  we  handled  letters  of  complaints,  drafted 
replies,  arranged  field  inspections,  made  field  reports, 
recommended  work  to  be  done,  made  sketches  and 
estimates  of  construction  costs  and  damages. 

The  involvement  of  this  section  with  other  departments 
continued.  For  the  BRA  we  reviewed  Public  Improve- 
ment Commission  drawings,  along  with  contract  drawings 
for  highway  and  sewerage  works,  and  for  Public  Facilities, 
items  relative  to  Community  Development  Block  Grants 
and  Capital  Improvement  Financing. 

For  the  Building  Department  we  reviewed  plot  plans 
of  new  building  construction  relative  to  grades  and 
utilities.  As  in  the  past,  private  utility  companies  re- 
quired a larger  share  of  our  man-hours,  reviewing  pre- 
liminary and  final  construction  drawings  of  work  proposed 
in  our  public  streets. 

Engineering  reports  were  prepared  for  the  Public 
Improvement  Commission  hearings  relative  to  street 
layouts. 

Records  Section 

The  Records  Section  is  responsible  for  maintaining 
plans,  books,  and  other  documents  as  follows: 

1.  Official  layouts  of  public  ways. 

2.  Changes  in  public  ways  such  as  specific  repairs, 
widenings,  relocations,  extensions,  and  discon- 
continuances. 

3.  Eminent  domain  takings  for  public  purposes  and 
easements  for  utilities,  etc. 

4.  Records  of  established  bench  marks  throughout 
the  city. 
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During  the  fiscal  year,  July  1,  1975,  to  June  30,  1976, 
we  have  furnished  such  information  to  approximately 
3,000  people  including  consulting  engineers,  surveyors, 
architects,  lawyers,  conveyancers,  and  to  the  general 
public. 

We  checked  Land  Court  plans  which  involve  public 
ways  and  keep  an  up-to-date  file  of  decree  plans. 

We  appeared  in  court  in  answer  to  subpoenas  for  cases 
involving  public  ways  for  the  city  Law  Department,  as 
well  as  for  private  attorneys. 

The  Records  Section  also  operates  and  maintains  the 
equipment  necessary  to  produce  blue  line  copies  and 
microfilm  copies  of  plans  and  records  as  requested.  We 
supply  these  copies  to  virtually  every  department  and 
agency  of  the  City  of  Boston,  to  the  Commonwealth  of 
Massachusetts,  MBTA,  and  the  various  utility  companies. 
(See  attached  sheet  titled,  “Records  Section  — Reproduc- 
tion,” for  complete  report  of  copies  requested  and  made.) 

In  addition  to  the  above  duties,  we  are  also  engaged  in 
a program  of  microfilming  all  of  our  plans  and  documents 
in  an  effort  to  preserve  the  original  material  and  to  make 
copies  more  readily  available.  During  the  past  fiscal  year 
we  have  made  approximately  6,440  microfilm  cards  and 
typed  and  checked  approximately  3,000  cards. 
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The  work  of  the  Reproduction  Unit  from  July  1,  1975, 
to  June  30,  1976,  was  as  follows: 


Department 

Ozalid 

Sepia 

Microfilm 

Cards 

Microfilm 

Prints 

Engineering  .... 

5,029 

86 

6,440 

322 

Highway 

667 

51 

82 

247' 

Water 

1,300 

22 

412 

1,525 

Street  Lighting  .... 

1,431 

362 

65 

132 

Sewer 

538 

14 

108 

144 

Sanitary 

173 

8 

51 

70 

TrafiSc  . . 

113 

36 

73 

96 

Law 

174 

114 

322 

Building 

172 

341 

562 

Housing  Inspection  . 

112 

6 

22 

31 

Rent  Control  .... 

78 

41 

57 

Assessing 

47 

26 

138 

206 

Real  Property  .... 

298 

12 

59 

162 

Public  Improvement  Commission 

58 

16 

21 

OfSce  of  Public  Service  . 

70 

9 

24 

Public  Facilities 

146 

17 

33 

EDIC 

195 

31 

53 

112 

Penal 

44 

7 

12 

Election 

87 

11 

26 

Administrative  Services  . 

77 

43 

91 

Elderly  Commission 

42 

8 

10 

Auditor 

55 

16 

28 

Conservation  Commission 

48 

3 

6 

12 

City  Council  . . . . 

58 

24 

52 

City  Clerk 

78 

12 

17 

^White  Fund  .... 

64 

5 

7 

14 

State  DPW  .... 

60 

8 

14 

14 

BRA 

97 

22 

52 

86 

CETA 

100 

16 

38 

MDC 

55 

3 

21 

21 

Boston  Gas  .... 

28 

Boston  Edison  .... 

520 

12 

12 

NET  & T Co 

9 

3 

3 

Totals 

12,023 

695 

8,287 

4,502 
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Survey  Section 

The  Survey  Section,  under  the  direction  of  an  associate 
civil  engineer,  performed  the  following  types  of  work  in 
the  twelve  months  between  July  1,  1975,  and  June  30, 
1976. 

The  making  of  field  engineering  surveys,  measurements, 
calculations,  sketches,  and  other  related  information 
needed  in  connection  with: 

a.  The  laying  out,  location,  relocation,  design  and 
construction,  reconstruction,  alteration,  and  discontinu- 
ance of  streets  and  street  improvements,  including  side- 
walks, storm  drains,  sewer,  water,  and  other  related 
facilities  of  the  City  of  Boston  Public  Works  Department. 

b.  Special  survey  requirements  of  City  of  Boston 
agencies  in  general,  including  survey  and  plans  for  acqui- 
sition by  the  city  of  land  by  eminent  domain;  taking  of 
easements;  and  construction  of  municipal  buildings  and 
structures  and  interdepartmental  transfers;  sale  or  de- 
velopment of  city-owned  land;  the  furnishing  of  surveys 
and  engineering  data  in  matters  of  concern  to  the  City 
of  Boston  as  required  or  related  to  activities  under  the 
jurisdiction  of  other  municipal,  state,  federal,  and  private 
agencies  or  authorities,  including  services  of  consultants 
or  contractors  engaged  by  these  agencies  or  authorities. 

The  following  projects  were  accomplished  during  the 
above-referenced,  twelve-month  period: 


Establishment  of  Bench  Marks 


Hancock  Street,  City  Proper 
A.nderson  Street,  City  Proper 
Joy  Street,  City  Proper 
Cambridge  Street,  City  Proper 
Charles  Street,  City  Proper 
Beacon  Street,  City  Proper 
Boston  Common,  City  Proper 
Audubon  Circle,  City  Proper 
Derne  Street,  City  Proper 
Temple  Street,  City  Proper 
Washington  Street,  West  Roxbury 
Roberts  Street,  West  Roxbury 
Belgrade  Avenue,  West  Roxbury 
South  Street,  West  Roxbury 
Walworth  Street,  West  Roxbury 
Grove  Street,  West  Roxbury 
Northdale  Road,  West  Roxbury 
Belle  Avenue,  West  Roxbury 
Gould  Street,  West  Roxbury 
Poplar  Street,  West  Roxbury 
Monastery  Road,  Brighton 
Sidlaw  Road,  Brighton 
Chestnut  Hill  Avenue,  Brighton 
Wiltshire  Road,  Brighton 


Medfield  Street,  Brighton 
East  Eighth  Street,  South  Boston 
East  Ninth  Street,  South  Boston 
Marine  Road,  South  Boston 
Bowen  Street,  South  Boston 
East  Broadway,  South  Boston 
L Street,  South  Boston 
East  Fifth  Street,  South  Boston 
East  Sixth  Street,  South  Boston 
Farragut  Road,  South  Boston 
A Street,  South  Boston 
B Street,  South  Boston 
West  Third  Street,  South  Boston 
Brookline  Avenue,  Roxbury 
Commonwealth  Avenue,  Roxbury 
Mountford  Street,  Roxbury 
Gould  Street,  Dorchester 
Stoughton  Street,  Dorchester 
Hancock  Street,  Dorchester 
Blue  Hill  Avenue,  Dorchester 
Neponset  Avenue,  Dorchester 
Bowman  Street,  Dorchester 
Blackwell  Street,  Dorchester 
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Engineering  Reports 


Wharf  Street,  City  Proper 
Wendell  Street,  City  Proper 
Atlantic  Avenue,  City  Proper 
Hawes  Street,  City  Proper 
Kilby  Street,  City  Proper 
Doane  Street,  City  Proper 
Quaker  Lane,  City  Proper 
Exchange  Place,  City  Proper 
McKinley  Place,  City  Proper 
Lincoln  Street,  City  Proper 
Pearl  Street,  City  Proper 
Jefferson  Street,  City  Proper 
Fayette  Street,  City  Proper 
Bosworth  Place,  City  Proper 
Province  Court,  City  Proper 
State  Street,  City  Proper 
Washington  Street,  City  Proper 
Tremont  Street,  City  Proper 
Hawley  Street,  City  Proper 
Broad  Street,  City  Proper 
Federal  Street,  City  Proper 
Oliver  Street,  City  Proper 
Gridley  Street,  City  Proper 
Purchase  Street,  City  Proper 
Matthews  Street,  City  Proper 
Milton  Place,  City  Proper 
Federal  Court,  City  Proper 
High  Street,  City  Proper 
Kneeland  Street,  City  Proper 
Hudson  Street,  City  Proper 
Tyler  Street,  City  Proper 
Beach  Street,  City  Proper 
School  Street,  City  Proper 
Chapman  Place,  City  Proper 
Court  Street,  City  Proper 
Court  Square,  City  Proper 
Bosworth  Street,  City  Proper 
Edinboro’  Street,  City  Proper 
Essex  Street,  City  Proper 
Otis  Street,  City  Proper 
Summer  Street,  City  Proper 
Devonshire  Street,  City  Proper 
Harrison  Avenue,  City  Proper 
Bedford  Street,  City  Proper 
Hayward  Place,  City  Proper 
Exeter  Street,  City  Proper 
Hamilton  Place,  City  Proper 
Bromlield  Street,  City  Proper 
West  Street,  City  IVoper 
Temple  Place,  City  Proper 
Winter  Street,  City  Proper 
Stuart  Street,  City  Proper 
La  Grange  Street,  City  Proper 
Tamwortli  Street,  City  Proper 
Lowell  Court,  City  Proper 
Boylston  Square,  City  l^roper 
Boylston  Street,  City  IVoper 
Mason  Street,  City  Ihoper 


Avery  Street,  City  Proper 
Oxford  Street,  City  Proper 
Knapp  Street,  City  Proper 
Ping  On  Street,  City  Proper 
Rowe  Place,  City  Proper 
Avon  Street,  City  Proper 
Province  Street,  City  Proper 
Milk  Street,  City  Proper 
Batterymarch  Street,  City  Proper 
Congress  Street,  City  Proper 
Water  Street,  City  Proper 
Franklin  Street,  City  Proper 
Spring  Lane,  City  Proper 
Arch  Street,  City  Proper 
Bussey  Place,  City  Proper 
Kingston  Street,  City  Proper 
High  Street,  City  Proper 
Chauncy  Street,  City  Proper 
Central  Street,  City  Proper 
India  Street,  City  Proper 
Custom  House  Street,  City  Proper 
Columbia  Street,  City  Proper 
Well  Street,  City  Proper 
St.  Germain  Street,  City  Proper 
Clarendon  Street,  City  Proper 
Charles  Street,  Dorchester 
Faulkner  Street,  Dorchester 
Howe  Street,  Dorchester 
Denny  Street,  Dorchester 
Dorchester  Avenue,  Dorchester 
Fox  Street,  Dorchester 
Minot  Street,  Dorchester 
Gallivan  Boulevard,  Dorchester 
Westchester  Road,  Dorchester 
Jerome  Street,  Dorchester 
Schrimer  Street,  West  Roxbury 
Brown  Avenue,  West  Roxbury 
Perkins  Street,  West  Roxbury 
Burnett  Street,  West  Roxbury 
Church  Street,  West  Roxbury 
Orient  Avenue,  East  Boston 
Border  Street,  East  Boston 
Annafran  Street,  Hyde  Park 
Tremont  Street,  Brighton 
Commonwealth  Avenue,  Brighton 
Parsons  Street,  Brighton 
St.  Botolpli  Street,  Roxbury 
Huntington  Avenue,  Roxbury 
Centre  Street,  Roxbury 
South  Huntington  Avenue, 
Roxbury 

Langdon  Street,  Roxbury 
Haley  Street,  Roxbury 
Dennison  Street,  Roxbury 
Boyden  Street,  Roxbury 
Clearway  Street,  Roxbury 
Mountfort  Street,  Roxbury 
Eustis  Street,  Roxbury 
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PUOFILE  AND  SulWEYS  FOR  RECONSTRUCTION 


Street  District 

Length 
IN  Feet 

Washington  Street,  City  Proper 

1,600 

Belvidere  Street,  City  Proper 

450 

Temple  Street,  City  Proper 

500 

Stuart  Street,  City  Proper 

250 

Trinity  Place,  City  Proper 

250 

St.  James  Avenue,  City  Proper  . 

250 

Clarendon  Street,  City  Proper 

250 

West  Springfield  Street,  City  Proper. 

200 

Blagdon  Street,  City  Proper 

500 

Exeter  Street,  City  Proper 

500 

Dartmouth  Street,  City  Proper  .... 

500 

Freeman  Street,  Dorchester 

400 

Wendover  Street,  Dorchester 

250 

Brigham  Street,  East  Boston 

160 

Whitlord  Street,  West  Roxbury . . . 

800 

Centre  Street,  West  Roxbury 

400 

Miami  Terrace,  West  Roxbury 

220 

Constance  Road,  West  Roxbury  .... 

. . 460 

Linnet  Street,  West  Roxbury 

100 

Allandale  Road,  West  Roxbury  .... 

800 

Austin  Street,  Hyde  Park 

2,000 

Town  Street,  Hyde  Park 

350 

Lanark  Road,  Brighton 

800 

Selkirk  Road,  Brighton 

1,200 

Kilsyth  Terrace,  Brighton 

700 

Commonwealth  Avenue,  Brighton  .... 

500 

Pleasant  Street,  Charlestown 

225 

Stone  Bounds  Drilled 

Districts 

Number 

OF 

Bounds 

Birch  wood  Street,  West  Roxbury 
P'awndale  Road,  West  Roxbury. 
Westmount  Avenue,  West  Roxbury 
Walter  Street,  West  Roxbury 
Weld  Street,  West  Roxbury 
Manning  Street,  West  Roxbury. 
Ainsworth  Street,  West  Roxbury 
Edgemont  Street,  West  Roxbury 
Bearse  Avenue,  West  Roxbury  . 
Arborcrest  Terrace,  Dorchester  . 
Codman  Hill  Avenue,  Dorchester 
Dakota  Street,  Dorchester 
Stone  Terrace,  Dorchester  . 

Howe  Street,  Dorchester 
Tovar  Street,  Dorchester 
Hamilton  Street,  Dorchester 
Dahlgren  Street,  Dorchester 
Draper  Street,  Dorchester  . 

ToplilV  Street,  Dorchester  . 

Hill  Top  Street,  Dorcliester 
Euston  Road,  Brighton 
h^aslburn  Street,  Brigliton  . 
Dickinson  Road,  Brighton  . 

Dititia  Way,  Brighton 
Holborn  Street,  Roxbury 


3 

5 
3 

16 

6 
3 

5 
2 
3 
1 

6 
6 
1 

3 
8 
2 

4 
2 
2 
4 
4 
4 
2 
4 
3 
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Number 


OF 

Districts  Bounds 

Irwin  Avenue,  Roxbury 2 

Olisfield  Street,  Roxbury 3 

Chelsea  Street,  East  Boston 16 

East  Eagle  Street,  East  Boston 2 

Bremen  Street,  East  Boston 8 


Widening  and  Relocation 


Length 

Districts  in  Feet 

Granite  Avenue,  Dorchester 600 

Windermere  Road,  Dorchester 500 

Chelsea  Street,  East  Boston 300 

Columbus  Avenue,  Roxbury 900 

Hyde  Park  Avenue,  West  Roxbury 500 

Endicott  Street,  City  Proper 300 


Marking  Line 


Length 

Districts  in  Feet 

Perkins  Street,  West  Roxbury 1,500 

Elm  Street,  West  Roxbury 180 

Soldiers  Field  Road,  Brighton 600 

Commonwealth  Avenue,  Brighton 700 

Isabella  Street,  Brighton 400 

Greyclifl  Road,  Brighton 1,200 

Grey  mere  Road,  Brighton 200 

Priscilla  Road,  Brighton 250 

Arlington  Street,  City  Proper 700 

Battery  Street,  City  Proper 300 

Ellet  Street,  Dorchester 450 

Crescent  Avenue,  Dorchester 500 

Pearl  Street,  Dorchester 600 

South  Monroe  Terrace,  Dorchester 250 

Lenoxdale  Avenue,  Dorchester 800 

Myrtlebank  Avenue,  Dorchester 800 

Adams  Street,  Dorchester 4,450 

Kemp  Street,  South  Boston  400 

Byron  Street,  East  Boston 500 

Town  Street,  Hyde  Park 500 


Points  for  Construction 

Length 
IN  Feet 


Burgess  Street,  Dorchester 500 

Harlow  Street,  Dorchester 350 

Leedsville  Street,  Dorchester 600 

Raven  Street,  Dorchester 650 

Leed  Street,  Dorchester 400 

Newport  Street,  Dorchester 650 

Millwood  Street,  Dorchester 600 

Granlield  Street,  Dorchester 750 

Faulkner  Street,  Dorchester 520 

Denny  Street,  Dorchester 450 

Jerome  Street,  Dorchester 300 
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Points  for  Construction  Continued 


Arion  Street,  Dorchester 
Kimball  Street,  Dorchester 
Alexander  Street,  Dorchester 
Oleander  Street,  Dorchester 
Avondale  Street,  Dorchester 
Savin  Hill  Avenue,  Dorchester  . 
Barrington  Road,  Dorchester 
Melvinside  Terrace,  Dorchester 
Carson  Street,  Dorchester  . 
Moseley  Street,  Dorchester 
Auckland  Street,  Dorchester 
Day  Street,  Dorchester 
Robin  Street,  Dorchester 
Spring  Garden  Street,  Dorchester 
Bowman  Street,  Dorchester 
Blackwell  Street,  Dorchester 
Ely  Road  . . 

W achusett  Street,  1 lyde  Park 
Fairmount  Avenue,  Hyde  Park  . 
Edwardson  Street,  Hyde  Park 
Woodglen  Street,  Hyde  Park 
West  Street,  Hyde  Park 
Horace  Street,  East  Boston 
Orleans  Street,  East  Boston 
Fay  wood  Avenue,  East  Boston  . 
Forest  Hills  Street,  West  Roxbury 
Glen  Road,  West  Roxbury  . 

\\  oodside  Avenue,  West  Roxbury 
Sylvia  Street,  West  Roxbury 
Robeson  Street,  West  Roxbury  . 
Olmstead  Street,  West  Roxbury 
Whitford  Street,  West  Roxbury 
Colby  Road,  West  Roxbury 
Rosemary  Street,  West  Roxbury 
Centre  Street,  West  Roxbury 
Bogandale  Road,  West  Roxbury 
Cornuba  Street,  West  Roxbury  . 
Firth  Road,  West  Roxbury 
Kirk  Street,  West  Roxbury 
Hastings  Street,  West  Roxbury  . 
Burr  Street,  West  Roxbury 
Vermont  Street,  West  Roxbury  . 
Centre  Street,  West  Roxbury 
Sunset  Hill  Road,  West  Roxbury 
Wren  Street,  West  Roxbury 
Nira  Avenue,  West  Roxbury 
Grotto  Glen  Road,  West  Roxbury 
Howitt  Street,  West  Roxbury 
Poplar  Street,  West  Roxbury 
Washington  Street,  West  Roxbury 
Montview  Street,  West  Roxbury 
Man  ton  Terrace,  Brighton  . 
Haskell  Street,  Brighton 
Montcalm  Avenue,  Brighton 
Seattle  Street,  Brighton 
M albert  Road,  Brighton 


Length 
IN  Feet 

450 

760 

1,700 

400 

700 

1,170 

408 

190 

540 

760 

800 

500 

1,350 

800 

650 

500 

400 

600 

1,280 

410 

800 

3,670 

600 

560 

1,800 

1,000 

300 

350 

300 

300 

100 

1,600 

400 

400 

1,600 

800 

280 

780 

700 

1,100 

400 

1.960 

3,800 

1,200 

3,000 

750 

800 

1.300 
3,250 

5.300 
1,400 

250 

600 

900 

635 

415 
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Point  for  Construction  Continued 

Length 
IN  Feet 

Burton  Street,  Brighton 1,015 

Lothrop  Street,  Brighton 540 

Fiske  Terrace,  Brighton 125 

Nonantum  Street,  Brighton 1,320 

Kinross  Road,  Brighton 240 

Easton  Street,  Brighton 600 

Mansfield  Street,  Brighton 1,000 

Linden  Street,  Brighton 370 

D Street,  South  Boston 3,200 

Subdivision  Plans 

Districts  Department 

Sydney  Street,  Dorchester Real  Property 

Lambert  Avenue,  Dorchester Real  Property 

Thornley  Street,  Dorchester Real  Property 

Baldwin  Street,  Charlestown Real  Property 

Keystone  Street,  West  Roxbury Real  Property 

Lyon  Street,  Dorchester Real  Property 

Reconstruction  Surveys 

Length 

Districts  in  Feet 

Maynard  Street,  West  Roxbury 800 

Rosemary  Street,  West  Roxbury 500 

Whitford  Street,  West  Roxbury 1,800 

Edgemont  Street,  West  Roxbury 750 

Wren  Street,  West  Roxbury  1,700 

Centre  Street,  West  Roxbury 4,500 

llowitt  Road,  West  Roxbury 800 

Brucewood  Street,  West  Roxbury 600 

Kirk  Street,  West  Roxbury 400 

Anson  Street,  West  Roxbury 400 

Emmonsdale  Road,  West  Roxbury 750 

Lila  Road,  West  Roxbury 2,500 

Cass  Street,  West  Roxbury 1,500 

Summer  Street,  West  Roxbury 1,200 

Johnson  Street,  West  Roxbury 800 

Lasell  Street,  West  Roxbury 1,600 

Martin  Street,  West  Roxbury 800 

Buttonwood  Street,  Dorchester 1,600 

Kingsdale  Street,  Dorchester 1,250 

Humphreys  Street,  Dorchester 1,300 

Arion  Street,  Dorchester 450 

Wales  Street,  Dorchester 2,200 

Eldon  Street,  Dorchester 1,200 

Jerome  Street,  Dorchester 700 

Fox  Street,  Dorchester 500 

Quincy  Street,  Dorchester 500 

Tovar  Street,  Dorchester 200 

Hinckley  Street,  Dorchester 400 

Sydney  Street,  Dorcliester 1,000 

Boston  Street,  Dorchester 1,000 

Milton  Street,  Dorchester 900 

Raven  Street,  Dorchester 650 

Avondale  Street,  Dorchester 750 
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Reconstruction  Survey-Continued 

Length 

Districts  in  Feet 

Faulkner  Street,  Dorchester 500 

Denny  Street,  Dorcliester 400 

Howes  Street,  Dorchester 600 

Westchester  Road,  Dorchester 900 

Blackwell  Street,  Dorchester 600 

Ely  Street,  Dorchester 500 

Carlos  Street,  Dorchester 350 

Boy  den  Street,  Dorchester 350 

Floyd  Street,  Dorchester 500 

Oldlields  Road,  Dorchester 600 

Melvinside  Terrace,  Dorchester 700 

Bay  Street,  Dorchester 1,100 

Auckland  Street,  Dorchester 1,500 

Richmond  Street,  Dorchester 600 

Spring  Garden  Street,  Dorchester 700 

Raven  Street,  Dorchester 400 

Carson  Street,  Dorchester 400 

Hew  ins  Street,  Dorchester 700 

Brighton  Street,  East  Boston 400 

Atwell  Street,  East  Boston 300 

Orleans  Street,  East  Boston 650 

Bremen  Street,  East  Boston 3,600 

Saratoga  Street,  East  Boston 3,000 

Orient  Avenue,  East  Boston 3,000 

Chelsea  Street,  East  Boston 5,400 

Prescott  Street,  East  Boston 130 

Princeton  Street,  East  Boston 3,200 

Temple  Street,  City  Proper 700 

Derne  Street,  City  Proper 700 

Myrtle  Street,  City  Proper 400 

Public  Alley  No.  437,  City  Proper 650 

Gardner  Street,  City  Proper 700 

Congress  Street,  City  Proper 300 

Atlantic  Avenue,  City  Proper 400 

Annalran  Street,  Hyde  Park 1,300 

Farrar  Avenue,  Hyde  Park 900 

Ridlon  Street,  Hyde  Park «00 

Blake  Street,  Hyde  Park 2,000 

Garfield  Avenue,  Hyde  Park 1,200 

Woodglen  Street,  Hyde  Park TOO 

Tremont  Street,  Brighton 1,700 

Washington  Street,  Brighton 2,000 

Brighton  Avenue,  Brighton 3,000 

Eastburn  Street,  Brighton 650 

Cambridge  Street,  Brighton 300 

Kinross  Road,  Brighton 300 

East  First  Street,  South  Boston 4,000 

G us  tin  Street,  South  Boston  . . ■ 150 

D Street,  South  Boston 3,500 

St.  Botolph  Street,  Roxbury 900 

Huntington  Avenue,  Roxbury 3,000 

Langdon  Street,  Roxbury 1,000 

Haley  Street,  Roxbury 600 

Dennison  Street,  Roxbury 600 

Boswell  Street,  Roxbury 450 

Marlborough  Street,  Roxbury T50 

Clearway  Street,  Roxbury T20 

St.  Germaine  Street,  Roxbury T50 
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Miscellaneous 

1.  Inspection  of  areaways  under  sidewalks  in  City 
Proper  — 92  streets. 

2.  John  F.  Fitzgerald  Expressway,  Central  Artery  — 
Plans  and  survey. 

3.  Grove  Street,  West  Roxbury,  camp  lots  — Study 
and  survey  plans  for  futiu’e  layout. 

4.  Town  and  City  Boundary  Lines  — Replace  missing 
control  points  and  stone  bounds. 

Design  Section 

The  Design  Section,  under  the  supervision  of  the 
associate  civil  engineer,  originated  the  following  work  in 
this  twelve-month  period. 

Plans,  profiles,  estimates,  specifications,  and  contract 
documents  needed  for  planned  construction  or  recon- 
struction of  highways,  footways,  and  sewer,  water,  and 
lighting  facilities. 

Cloth  tracings  for  new  street  layouts,  specific  repairs, 
widenings,  discontinuances,  easements,  assessments,  and 
specific  repairs  plans  for  various  departments,  all  as 
required  for  recording  in  the  Registry. 

Assessment  plans  and  other  plans,  maps,  and  charts 
required  for  general  purposes  in  the  operation  of  the 
department. 

Reviewed  plans  and  consulted  with  various  agencies 
such  as  BRA,  MBTA,  Massachusetts  DPW,  MDC,  and 
others  in  matters  concerning  proposed  sewer,  water,  or 
highway  projects  that  affect  the  City  of  Boston. 

A detailed  breakdown  of  the  work  done  by  the  Design 
Section  included  the  following : 

Completion  of  250  construction  and/or  reconstruction 
plans  for  highway  projects  and  lighting  projects. 

The  design,  drawing,  and  tracing  of  three  sewer  works 
projects  and  forty-one  water  works  projects. 

Twelve  street  grades  designed. 

Two  tracings  of  street  layout  plans. 

Two  streets  having  inadequate  drainage  were  studied 
and  redesigned. 
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Forty-four  engineering  studies  and  estimates  were 
furnished  in  connection  with  proposed  sewer  and  water 
works. 

Two  sewerage  works  reports  were  prepared  in  connec- 
tion with  requests  for  approval  sent  to  the  MDC. 

Three  tracings  for  sewer  easements  and  assessments. 

One  hundred  twenty-five  tracings  for  miscellaneous 
sidewalk  and  street  assessment  plans,  discontinuances, 
and  land  plans. 

Ninety-eight  cost  estimates  furnished  in  connection 
with  proposed  construction,  reconstruction,  and  lighting 
projects. 

Reviewed  plans  and  layouts  for  sewer  and  water  works 
in  six  BRA  areas  — South  Cove,  South  End,  Fenway, 
Government  Center,  CRD,  and  Waterfront.  Also  re- 
viewed plans  and  studies  for  Boston  Traffic  and  Parking 
Department  for  improvements  to  traffic  channelization 
at  various  intersections. 

This  section  also  reviewed  plans  for  various  projects 
such  as  Code  Enforcement,  TOPICS,  Urban  Systems, 
CDBG  and  Chapter  90. 

In  the  twelve-month  period  covered  by  this  report  this 
section  completed  the  design,  plans,  specifications,  and 
contract  documents  required  for  advertising  thirty-nine 
public  works  contracts  for  various  sewer,  water,  highway, 
and  lighting  projects: 

These  projects  are  listed  below  by  type. 
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Highway  Reconstruction 


Length 

Estimated 

District 

in  Feet 

Cost 

Cornell  Street  .... 

6 

2,275 

$89,341 

Crandall  Street 

6 

435 

18,198 

Hawthorne  Street 

6 

600 

36,955 

Primrose  Street 

6 

780 

41,700 

Rexhame  Street 

6 

525 

35,748 

Tappan  Street  .... 

6 

460 

26,542 

Westmount  Avenue 

6 

630 

20,823 

Bids  opened  August  14,  1975;  Estimated,  $277,200;  Bid,  $235,547. 

Brighton  Avenue 

4 

3,000 

$28,750 

Tremont  Street 

4 

1,700 

23,062 

Washington  Street  . 

4 

4,800 

56,440 

Cambridge  Street 

4 

3,000 

25,536 

Bids  opened  October  13,  1975;  Estimated,  $136,900;  Bid  canceled. 

Barry  Street  .... 

3 

440 

$16,103 

Church  Street  .... 

3 

1,470 

43,529 

Greenheks  Street 

10 

410 

22,343 

Thornton  Street 

10 

2,425 

61,710 

Windermere  Road  . 

3 

800 

58,195 

Glynn  Way  .... 

10 

50 

7,375 

Bids  opened  October  30,  1975;  Estimated,  $217,200;  Bid,  $193,476. 

City  Square  .... 

....  1 

— 

$15,000 

Bids  opened  November  6,  1975; 

Estimated,  $15,000;  bid,  $16,545. 

Carpenter  Street 

5 

260 

$9,025 

East  Third  Street 

5 

2,875 

176,657 

Gold  Street 

5 

1,075 

31,264 

H Street  

5 

1,550 

80,180 

Jenkins  Street  .... 

5 

475 

29,730 

Trimount  Place 

5 

240 

12,572 

West  Sixth  Street  . 

5 

520 

22,010 

Bids  opened  November  6,  1975;  estimated,  $380,^00;  bid,  $344,791. 

Keany  Square  . 

1 

— 

$94,200 

Bids  opened  December  18,  1975;  estimated,  $94,200;  bid,  $81,011.25. 

Highway  Reconstruction  Code  Enforcement 

Egleston  Square  . . 

10 

Dixwell  Street  .... 

2 

Park  Lane  .... 

2 

Peter  Parley  Road  . 

2 

Weld  Avenue  .... 

2 

Woodside  Avenue 

2 

Bids  opened  December  29,  1975;  estimated  $291,775;  bid,  $269,735. 

Sidewalk  Reconstruction 

Bremen  Street  .... 

9 

3,225 

$54,295 

East  Eagle  Street 

9 

580 

14,475 

London  Street  .... 

9 

560 

14,791 

Sumner  Street  .... 

9 

2,550 

57,291 

Bids  opened  October  9,  1975;  estimated,  $154,350;  bid,  $144,788. 


Patching 

Estimated  cost,  $163,505 

Bids  opened  October  9,  1975;  estimated,  $163,505;  bid,  $149,125. 
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Pedestrian  Ramps 

Estimated  cost,  $63,800. 

Bids  opened  December  4,  1975;  estimated,  $63,800;  bid,  $53,936. 

Breached  Sidewalk 
District  6,  estimated  cost,  $193,500. 

Bids  opened  November  20,  1975;  estimated,  $193,500;  bid,  rejected. 
Districts  2 and  8,  estimated  cost,  $170,125. 

Bids  opened  December  11,  1975;  estimated,  $170,125;  bid,  rejected. 
District  6,  estimated  cost,  $193,500. 

Bids  opened  June  3,  1976;  estimated,  $193,500;  bid,  $159,852. 

Street  Lighting 

Length 
District  in  Feet 

St.  Botolph  Street 1 430 

Newton  Street 1 665 

Bids  opened  July  31,  1975;  estimated  $38,485;  bid,  $33,036. 

Shopping  Center  Lighting 

Estimated  cost,  $1,281,246. 

Bids  opened  July  31,  1975;  estimated,  $1,281,246;  bid,  $1,021,021. 

Commonwealth  Avenue  . 1 2,275 

Bids  opened  September  4,  1975;  estimated  $152,000;  bid,  $130,451. 


Estimated 

Cost 

$12,093 

24,643 


$152,000 


Water  Works 


Bushnell  Street 
Van  Winkle  Street 
Huntoon  Street  . 
Groveland  Street 
Idaho  Street 
Maxwell  Street  . 
Millet  Street 
Milton  Avenue 
Peacevale  Road  . 
Whitman  Street  . 


District  Description  of  Work 

7 10,850  feet  water  pipe 

7 43  gates 

7 12  hydrants 

7 3,185  feet  service  pipe 

7 
7 

3 and  7 
7 
7 
7 


Bids  opened  July  10,  1975;  estimated,  $312,130;  bid,  $280,145. 


Danny  Road 
Vallaro  Road 
Summer  Street 
Sslford  Street 
Milton  Avenue 
Highland  Street 
Oakwood  Street 
Tina  Avenue 
Williams  Avenue 


8 7,000  feet  water  pipe 

8 16  gates 

8 2 hydrants 

8 2,040  feet  service  pipe 


8 

8 

8 


Bids  opened  July  17,  1975;  estimated, 


$184,410;  bid,  $156,568.25. 


Austin  Street 
Bloomington  Street 
Edwin  Street 
Granville  Street  . 
Mather  Street 
McKone  Street 
Templeton  Street 
Wainwright  Street 
Whitfield  Street  . 
Waldeck  Street 


7 

7 

7 

7 

7 

7 

7 

7 

7 

7 


11,710  feet  water  pipe 
57  gates 
19  hydrants 
3,400  feet  service  pipe 


Bids  opened  July  24,  1975;  estimated,  $339,955;  bid,  $300,450. 
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District  Description  of  Work 


Billings  Street 
Cedrus  Avenue 
J une  Street  . 
Eldon  Street 
Hillcrest  Street 
Lorette  Street 
Newburg  Street 
Pom  fret  Street 
Ruskin  Street 


6 

6 

6 

6 

6 

6 

6 

6 

6 


4,810  feet  water  pipe 
15  gates 
3 hydrants 

1,235  feet  service  pipe 


Bids  opened  September  11,  1975;  estimated,  $121,320;  bid,  $109,372.25. 


Webster  Street 9 3,390  feet  water  pipe 

Haynes  Street 9 17  gates 

1 hydrant 

3,800  feet  service  pipe 

Bids  opened  October  2,  1975;  estimated,  $135,705;  bid,  $124,472. 

Almont  Street 7 2,035  feet  water  pipe 

9 gates 

300  feet  service  pipe 

Bids  opened  October  16,  1975;  estimated,  $60,225;  bid,  $53,504. 

Hydrants 

Areas  I,  II,  and  III 200  feet  hydrant  pipe 

50  gates 
50  hydrants 

Bids  opened  October  16,  1975;  estimated,  $26,000;  bid,  $24,102.15. 

Areas  I,  II,  and  III 100  feet  hydrant  pipe 

50  hydrants 

Bids  opened  October  16,  1975;  estimated,  $17,260;  bid,  $16,307.15. 

Frozen  Water  Pipes 

Areas  I,  II,  and  HI 

Bids  opened  December  11,  1975;  estimated  $14,700;  bid,  $14,700. 

Mercer  Street 5 4,035  feet  water  pipe 

Telegraph  Street 5 21  gates 

Thomas  Park 5 1 butterfly  valve 

1 hydrant 

2,080  feet  service  pipe 

Bids  opened  May  20,  1976;  estimated,  $130,540;  bid,  $102,375. 

Emergency  Excavations 

Area  I 

Bids  opened  June  3,  1976;  estimated,  $81,180;  bid,  $81,250. 


Area  II 

Bids  opened  June  3,  1976;  estimated,  $106,380;  bid,  $102,000.50. 
Area  III 

Bids  opened  June  3,  1976;  estimated,  $120,880;  bid,  $111,755.50. 


Allandale  Street  . 
Arborview  Road  . 
Calvin  Road 
Lila  Road 
Loader’s  Lane 
Malcolm  Road 
Westchester  Road 


District 

2 

2 

2 

2 

2 

2 

2 


Description  of  Work 
13,955  feet 
clean  and  line 
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Wincliesler  Terrace 
\\  hilconiL)  Avenue 
i:iwell  Hoad  . 

Private  land 
Bids  opened  .Inly  21,  197.^;  estimated,  $ 

Ashley  Street 
tlladstone  Street  . 

Breed  Street 
Bennington  Street 
Leyden  Street 
Blackinton  Street 
Saratoga  Street 
Boardman  Street 
Ford  Street  . 

Bids  opened  July  31,  1975; 

Commonwealth  Avenue 
Colhorne  Boad 
Sutherland  Boad 
Harvard  Avenue  . 

Monastery  Boad  . 

New  Heath  Street 
Centre  Street 
Columbus  Avenue 
Tremont  Street 
Boxbury  Street 
Dudley  Street 

Bids  opened  December  1,  1975 


District 
2 
2 
2 
2 

10,255;  bid,  $.306,824. 


9 13,225  feet 

9 clean  and  line 

9 
9 
9 
9 
9 
9 
9 

estimated,  $317,175;  bid,  $262,460. 


4 26,190  feet 

4 clean  and  line 

4 
4 
4 
10 
10 
10 
10 
10 

3 and  10 

estimated,  $622,980;  bid,  $569,811. 


Description  of  Work 


Sewer  Works 

Millstone  Boad 8 773  feet  sewer  line 

Prescott  Street 8 3 manholes 

Bids  opened  October  23,  1975;  estimated,  $13,360;  bid,  $16,904.30. 


Sewer  and  Water  Works 

Mars  ton  Street 8 210  feet  sewer  line 

2 manholes 

2 catch  basins 

445  feet  water  pipe 

3 gates 

1 hydrant 

Bids  opened  February  5,  1976;  estimated,  $16,555;  bid,  $16,315.70. 


Chapter  393  — Highway  — Sidewalk 

Length 

h^stimated 

District 

in  Feet 

Cost 

Fieldmont  Street 

8 

135 

$16,240 

Burton  Street  . 

4 

1.040 

22,527 

Linden  Street  . 

4 

1,185 

29,195 

Mackin  Street  . 

4 

310 

6,997 

Margo  Street  . 

4 

880 

18,758 

Woodstock  Avenue 

4 

975 

25.299 

Bids  opened  August 

28,  1975;  estimated,  $126,200;  bid,  $111,492. 

Community  Development  Block  Grant 
Highway  and  Sidewalk  Becon.struction 

Patching  (sidewalk) 

Bids  opened  August  7,  1975;  estimated,  $171,900;  bid,  $103,525. 
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Donald  Road 

District 

3 

Length 
in  Feet 
470 

Eastman  Street 

3 

640 

F'loyd  Street 

7 

1,460 

Fowler  Street  . 

3 

900 

Ewins  Street 

7 

720 

Kingsdale  Street 

3 

i;230 

May  brook  Street 

3 

400 

Mountfort  Street 

10 

700 

Roxton  Street  . 

3 

360 

St.  Germanin  Street 

1 

750 

Sumner  Street  . 

10 

935 

Upham  Avenue 

3 

600 

Wolcott  Street 

3 

700 

Bids  opened  September  25, 

1975;  estimated,  $338,800;  bid,  $349,393. 

Community  Development  Block  GrajVt 
Lighting 


District 


Length 
in  Feet 


Paisley  Park 

7 

545 

Centervale  Park  

7 

565 

Upland  Avenue 

7 

725 

Hooper  Street 

7 

295 

Tremlett  Street 

7 

1,335 

Valley  Road 

7 

825 

Radford  Lane 

7 

530 

Fairmount  Street 

7 

2,560 

Monmouth  Street 

9 

865 

Marion  Street 

9 

2,580 

Bennington  Street 

9 

2,820 

Trenton  Street  

9 

2,630 

Orleans  Street 

9 

2,280 

Buswell  Street 

10 

805 

Keswick  Street 

10 

270 

Miner  Street 

10 

275 

J ersey  Street 

10 

1,800 

Kilmarnock  Street 

10 

1,450 

Peterborough  Street 

10 

1,820 

Clarkwood  Street 

7 

980 

New  croft  Circle 

7 

720 

Shatter  Street  . 

3 

805 

Radclille  Street 

3 

1,255 

Harvard  Avenue  

3 

680 

Carmen  Street 

.3 

513 

Bids  opened  August  21,  1975;  estiinaled,  $831,555; 

l)id,  $613,605. 

Charter  Street 

1 

1,450 

Commercial  Street 

1 

875 

Cross  Street,  X-Wa>  access  road,  Blackstone  Street 

1 

900 

1 lanover  Street 

1 

950 

North  Wasliington  Street  . . 

1 

900 

Salem  Street 

1 

1,600 

Marlborough  Street 

. I&IO 

3,950 

Bids  opened  Noveinher  Li,  1975;  esliinaled,  $362, 150;  bid,  $343,307. 


Estimated 

Cost 

$14,540 

25,128 

27,254 

30,380 

19,901 

36.711 
13,968 
39,536 

9,635 

32,334 

27.711 
27,094 
18,468 


Estimated 

Cost 

$15,442 

25,733 

20.990 
9,553 

31,913 

24,325 

13,810 

58,430 

28,070 

64.075 
64,820 
67,795 
55,395 
26,690 

8,518 

9,563 

52,870 

44,285 

52.990 
26,705 
18,425 
19,883 
33,655 

18.076 
12,295 


$47,185 

51,355 

42,762 

68,375 

42,680 

55,180 

11,765 
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HIGHWAY  DIVISION 

The  activities  of  the  various  sections  of  the  Highway 
Division  from  July  1,  1975,  to  June  30,  1976,  were  as 
follows: 

Construction  Section 

Supervised  the  reconstruction  of  seventy-two  streets 
for  the  amount  of  $3,243,588.36,  and  participated  in  the 
construction  of  one  chapter  90  contract  in  conjunction 
with  the  Commonwealth  in  the  amount  of  $664,249.50. 

Maintenance  Section 

Supervised  the  following:  four  contracts  for  repairs  to 
roadways  in  all  areas  of  the  city,  amounting  to  $1,113,- 
771.25;  five  contracts  for  repairs  to  sidewalks  in  all  areas 
of  the  city  for  the  amount  of  $849,435;  one  contract  for 
asphalt  resurfacing  in  Areas  2 and  3 in  the  amount  of 
$113,780. 

The  ten  district  yards  performed  sidewalk  and  road- 
way repairs,  street  cleaning,  snow  removal,  plowing,  and 
sanding  operations,  and  supervised  the  work  performed 
under  ten  street  cleaning  contracts  for  an  amount  of 
$514,316.80. 

The  sum  of  $610,394.40  was  expended  to  maintain 
seven  tidewater  bridges,  and  an  amount  of  $49,443.10 
was  used  to  maintain  over  eighty  inland  bridges. 

Clerical  Section 

Prepared  all  estimates  for  payment  for  street  con- 
struction and  reconstruction  work,  roadway  and  sidewalk 
repairs,  and  all  estimates  and  bills  relating  to  snow  re- 
moval work.  Processed  all  correspondence  relating  to 
Highway  Division  matters.  Prepared  various  types  of 
contracts.  Processed  all  street  cleaning  estimates  for 
payment.  Processed  all  complaints  received  by  tele- 
phone, letter,  and  personal  visits  from  abutters  and  resi- 
dents pertaining  to  sidewalks,  roadways,  street  cleaning, 
bridge  defects,  and  snow  removal  problems.  Maintained 
files  and  records  on  all  highway  activities. 
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Lighting  Section 

This  section  ordered  the  installation  of  403  7,000- 
lumen  mercury  vapor  lamps,  414  11,000-lumen  mercury 
vapor  lamps,  77  20,000-lumen  mercury  vapor  lamps,  and 
5 35,000-lumen  mercury  vapor  lamps. 

Snow  Removal 

During  1975  and  1976  snow  removal  operations  con- 
tractors were  hired  ten  times  to  supplement  city  equip- 
ment. The  city  equipment  was  used  seventeen  times 
during  1975  and  1976  for  plowing  and/or  salting.  The 
total  amount  expended  for  snow  removal  work  during 
1975  and  1976  by  the  Public  Works  Department  was 
$2,529,214. 

SANITARY  DIVISION 

The  following  is  a report  of  the  activities  and  accom- 
plishments of  the  Sanitary  Division  during  the  period 
July  1,  1975,  to  June  30,  1976. 

Administrative  Section 
Program  i — Administration 

The  activities  of  the  Administrative  Section  comprised 
supervising  the  vaiaous  functions  and  operations  of  the 
division,  the  preparation  of  all  contracts,  the  processing 
of  payments,  the  processing  of  reports,  correspondence, 
violation  notices,  and  complaints  (written,  telephoned, 
and  in  person),  the  compilation  of  inspector’s  reports 
and  daily  reports  on  the  Collection  and  Disposal  Sections’ 
performances,  investigating  and  piocessing  applications 
for  permits  for  the  transportation  of  refuse,  the  prepara- 
tion of  the  budget,  and  the  supervision  of  the  Snow 
Emergency  Center. 

John  F.  Flaherty,  Division  Engineer  and  Deputy  Com- 
missioner, retired  on  September  12,  1975,  after  forty-four 
years  of  service  with  the  city.  John  entered  the  city’s 
service  with  the  Boston  Transit  Commission  in  1931, 
and  was  employed  on  construction  of  the  Kenmore 
Square  subway  and  the  Sumner  Tunnel.  Upon  comple- 
tion of  the  tunnel  construction,  he  transferred  to  the 
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Boston  Public  orks  Department,  Sewer  Division,  and 
rose  through  the  ranks  to  senior  civil  engineer  in  1947; 
became  engineering  assistant  to  the  Commissioner  of 
Public  Works  and  associate  civil  engineer  in  1951;  was 
appointed  Division  Engineer  of  the  Sanitary  Division  in 
1957,  and  designated  as  Deputy  Commissioner  in  1961. 
Served  as  Commissioner  of  Public  Works  and  Chairman 
of  the  Public  Improvement  Commission  from  1965  to 
1968,  when  he  returned  to  his  position  of  Division  Engi- 
neer, Sanitary  Division,  and  Deputy  Commissioner  till 
his  retirement.  John  is  a registered  professional  engineer, 
a member  and  past  president  of  the  Boston  Society  of 
Civil  Engineers,  a member  of  the  American  Public 
Works  Association,  and  holds  that  organization’s 
Samuel  A.  Greeley  Service  Award,  and  is  a member  of 
the  American  Public  Works  Association  Institute  for 
Solid  Wastes.  His  retirement  is  a gi*eat  loss  to  the  de- 
partment and  this  division.  He  is  a conscientious  and 
capable  engineer,  respected  by  his  associates,  endeared 
by  his  employees. 


Collection  Section 

Program  2 — Refuse  Collection  Contracts 

The  city  exercised  its  first  option  in  accordance  with 
Article  14  of  the  publicly  advertised  refuse  collection  con- 
tracts which  provided  for  renewal  contracts  effective  July 
1,  1975,  to  June  30,  1976.  Contracts  were  renewed  with 
the  same  refuse  collection  contractors.  Under  these  con- 
tracts the  city  absorbed  75  percent  of  .50  cents  per  hour 
wage  increase  granted  to  the  contractors’  drivers  and 
helpers  over,  their  average  wage  rate  during  the  first  year 
of  the  contract  starting  July  1,  1975.  This  increased 
payment  to  the  contractois  cost  approximately  $126,625 
for  the  year.  The  total  expenditure  for  the  fiscal  year 
ending  June  30,  1976,  amounted  to  $5,489,453,  an  increase 
of  $323,222  over  the  previous  twelve  months.  A total 
of  299,072  tons  of  refuse  was  collected  during  the  year. 

Program  3 — Lot  Cleaning 

The  lot  cleaning  crew  was  organized  in  1967  for  the 
cleaning  of  vacant  lots  throughout  the  city.  All  littered 
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vacant  lots  in  the  city  were  cleaned  at  least  once  and 
many  lots  were  cleaned  several  times  during  the  year  for 
a total  of  2,417  lots.  Of  these,  fifty  were  requested 
the  Mayor’s  Office  of  Public  Service. 

Program  4 — Alley  Cleaning 
The  alley  cleaning  program  in  the  South  End  and 
lower  Roxbury  districts  was  continued  during  the  year 
and  is  responsible  for  keeping  the  littering  of  these  alleys 
within  reasonable  bounds.  Approximately  4,587  tons  of 
debris  and  garbage  were  removed  from  the  alleys  during 
the  year. 

Program  5 — Litter  Baskets 

Over  950  pole-type  baskets  are  located  throughout  the 
city,  principally  where  there  are  accumulations  of  pedes- 
trian litter.  All  baskets  are  emptied  by  the  refuse  col- 
lection contractors  on  Mondays,  except  in  the  Boston 
Proper  district  where  they  were  emptied  on  the  regular 
collection  days.  A departmental  litter  basket  detail  emp- 
tied every  basket  daily,  Tuesday  through  Saturday. 
This  crew  is  under  the  supervision  of  an  inspector  who 
also  directs  the  pickup  of  dead  animals. 

Program  6 — Market  Cleaning 

Under  this  program,  the  division  provides  two  packer- 
type  trucks  on  Fridays  and  Saturdays  servicing  push 
cart  peddlers  and  storekeepers  in  the  market  area  in  the 
vicinity  of  Blackstone  Street,  removing  approximately 
1,800  tons  of  refuse. 

Program  7 — Abandoned  Vehicles 
Abandoning  of  vehicles  in  the  city  remained  relatively 
low  due  principally  to  the  value  of  scrap  metal.  A total 
of  165  vehicles  were  removed  by  contract  at  a cost  of 
$660. 

' Program  8 — Cleanup  Campaign 

The  spring  cleanup  campaign  was  conducted  in  the 
spring  of  1976.  The  liaison  between  the  department  and 
the  various  civic  groups  was  maintained  by  personnel 
from  the  Mayor’s  Office  of  Public  Service.  Hundreds 
of  tons  of  debris  (placed  on  the  sidewalk  by  residents 
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conducting  basement,  attic,  and  backyard  cleanouts) 
were  removed  by  the  contractors  and  by  the  division’s 
labor  forces.  Ninety-nine  25-cubic-yard  containers  were 
placed  in  various  locations  designated  by  civic  organiza- 
tions for  use  in  the  local  cleanup  efforts.  The  providing 
and  servicing  of  these  containers  was  done  under  contract 
at  a cost  of  $7,316. 

Program  9 — Enforcement  and  Education 
The  uniformed  sanitation  inspectors  continued  ringing 
doorbells  and  notifying  violators  of  the  antilitter  ordi- 
nances to  supply  the  required  number  of  receptacles  to 
provide  for  the  maximum  amount  of  refuse  generated  at 
their  addresses. 

Over  8,990  violation  notices  were  issued  by  these  in- 
spectors and  the  results  of  their  efforts  in  the  areas  in 
which  they  worked  were  readily  evident  by  the  reduction 
of  litter  and  the  increase  in  the  number  of  new  barrels. 

The  uniformed  inspectors  fded  approximately  160  com- 
plaints with  the  City  of  Boston  Housing  Court. 

Program  10  — South  Bay  Incinerator 
On  July  21,  1975,  the  Attorney  General,  acting  on 
behalf  of  the  State  Commissioner  of  Public  Health, 
brought  suit  in  Superior  Court  to  require  the  city  to 
close  the  incinerator.  As  a result  of  this  legal  action  the 
court  ordered  the  city  to  stop  receiving  refuse  at  the 
South  Bay  incinerator  on  August  11,  1975.  Burning  of 
refuse  continued  until  all  refuse  in  the  pit  was  burned. 
The  pit  was  emptied  on  August  23,  1975,  at  9:30  p.m. 

The  personnel  from  the  closed  incinerator  were  trans- 
ferred to  various  divisions  of  the  Public  Works  Depart- 
ment. A skeleton  crew  was  held  on  to  clean  up  and 
secure  the  building. 

For  the  period  July  1,  1975,  to  August  11,  1975,  the 
incinerator  received  and  disposed  of  7,594  tons  of  refuse. 

Program  11  — Outside  Disposal  Sites 
With  the  closing  of  the  incinerator,  plans  had  to  be 
made  for  the  disposal  of  the  refuse  from  the  various  dis- 
tricts that  normally  dumped  at  the  incinerator.  Con- 
tracts were  awarded  on  October  1,  1975,  to  S.C.A. 
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Disposal  Services  of  New  England,  Inc.,  140  Brookline 
Avenue,  Boston,  Massachusetts,  to  receive  the  refuse 
from  various  districts,  lA  — Charlestown;  IB  — Boston 
Proper;  5 — South  Boston.  During  the  period  of  the 
contract  October  1,  1975,  to  June  30,  1976,  a total  of 
69,572.5  tons  of  refuse  was  received  at  a cost  of  $1,001,844. 

Also  a contract  was  awarded  to  Refuse  Energy  Systems 
Company,  100  Salem  Turnpike,  Saugus,  Massachusetts, 
to  receive  refuse  from  various  districts,  9 — East  Boston ; 
10  — Roxbury.  During  the  period  of  the  contract  Octo- 
ber 1,  1975,  to  June  30,  1976,  a total  of  45,391.3  tons 
of  refuse  was  received  at  a cost  of  $644,556. 

Snow  Removal 

The  Snow  Emergency  Center  finished  its  fourteenth 
season  of  operation  at  the  Communications  Center,  lo- 
cated in  the  first  floor  of  City  Hall,  during  the  winter 
of  1975-76,  under  the  direction  of  the  Division  Engineer. 
The  Sanitary  Division  was  ready  to  supply  personnel 
that  were  the  backbone  of  this  operation.  The  assign- 
ment of  sanding  and  snowplowing  in  the  Main  Routes  3, 
District  3,  was  capably  handled  by  the  Sanitary  Division 
personnel.  Nineteen  storms  required  action,  five  of 
which  required  contract  plowing. 


PAYMENTS  TO  REFUSE  COLLECTION  CONTRACTORS 


TABLE  9 


JULY  1,  1975  TO  JUNE  30,  1976 


District 


Contractor 


Amount  Paid 


lA  Charlestown 
IB  Boston  l^roper 

2 Jamaica  Plain 

3 Dorchester  North 
1 Brighton 

5 South  Boston 

6 West  Boxhury 

7 Dorchester  South 


Waste  Control  Incorporated 
Sanitas  Waste  Disposal  of  Mass.,  Inc. 

Joseph  Amara  & Sons,  Inc 

S.C.A.  Disposal  Services  of  New  hhigland,  Inc 
S.C.A.  Disposal  Services  of  New  lilngland,  Inc 
S.C.A.  Disposal  Servi(;es  of  New  l^ngland,  Inc 
S.C.A.  Disposal  Services  of  New  England,  Iik 
United  Contracting  Co.,  Iru;.,  of  Boston  . 

Omega  Systems,  Inc 

Browning-Eerris  Industries,  Inc. 

Browning- Ferris  Industries,  Inc. 


$105,844 

704,390 

370,611 

636,995 

593,485 

262,177 

480,426 

706.362 
393,807 
368,994 

866.362 


8 Hyde  Park 

9 lOast  Boston 
10  Boxhury 


Total 


$5,489,453 
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TABLE  10 

SUNDRY  PAYMENTS 

Payments  for  Removal  of  Incinerator  Residue 
July  1,  1975  — September  11,  1975 
Charles  George  Trucking  Co.,  Inc.,  6,790  tons  at  $2.20  a 

ton $14,938 

— $14,938 

Payments  for  Cover  Material  for  Gardner  Street  Sanitary  Landfill 
July  1,  1975,  to  June  30,  1976 

West  Roxbury  Cruslied  Stone,  264,998.7  tons  at  $2.14  a 

ton $567,097 

567,097 

Payments  for  Disposal  of  Refuse  from  Various  Districts  of  Boston 
October  1,  1975,  to  June  30,  1976 

Refuse  Energy  Systems  Co.,  45,391.3  tons  at  $14.20  a ton  . $644,556 

October  1,  1975,  to  June  30,  1976 

S.C.A.  Disposal  Services  of  New  England,  Inc.,  69,572.5 

tons  at  $14.40  a ton 1,001,844 

1,646,400 

Payments  for  Removal  of  Abandoned  Automobiles 
July  1,  1975,  to  June  30,  1976 

Hyde  Park  Auto  Replacement  Parts  Co.,  Inc.,  165  cars  at 

$4  each $660 

660 

Disposal  Contract  Grand  Total $2,229,095 

Contractors’  Grand  Total $7,718,548 

TABLE  II 
EXPENDITURES 

Payments  to  refuse  collection  contractors  . $5,498,453 

Payments  for  removal  of  abandoned  automobiles  . 660 

Payments  for  removal  of  incinerator  residue  ....  14,938 

Payments  for  cover  material  for  Gardner  Street  landfill  567,097 

Payments  for  disposal  of  refuse  from  various  districts  of 

Boston 646,400 

Total  collection  and  disposal  contract  payments  . — $7,718,548 

Payroll  Totals: 

Administrative  and  General  Services $88,257 

Collection  Section 1,197,060 

South  Bay  Incinerator 158,564 

Gardner  Street  landfill 105,786 

Temporary  Employees 49,350 

Overtime  Payrolls 153,593 


Total  Payrolls 1,752,610 

Incinerator  operation  and  maintenance  costs  (4  months)  (other  than 

labor) 18,882 

Landfill  operation  costs  (other  than  labor  and  cover  material)  . . 15,470 

Supplies  and  materials  (other) . . • 25,471 

Rental  of  refuse  containers  and  other  costs  for  community  cleanup . . 7,316 
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Miscellaneous  (advertising,  engineering  services,  travel  reimbursement, 
etc.) $5,250 


Grand  Total  Expenditures $9,543,547 

TABLE  12 

COLLECTION  AND  DISPOSAL  COSTS 

Refuse  Collection 

299,072  tons,  $19.50  a ton 

Collection  contracts $5,489,453 

Supervision 341,000 

Miscellaneous  expenditures 9,000 


$5,839,453 

Refuse  Disposal 
Incinerator 

7,594  tons* 

Payroll $158,564 

Maintenance 18,882 

Residue  Haul  — 25%  of  total 3,745 


$181,191 

*Due  to  the  incinerator  being  phased  out  of  operation,  a cost-per-ton  figure  could 
not  be  obtained. 

Sanitary  Landfill 

225,197  tons,  $3.10  a ton 

Payroll $105,786 

Cover  material  — gravel 567,097 

Cover  material  — residue  — 75%  of  total 11,234 

Landfill  operation  cost  .7 15,470 


$699,587 
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SEWER  DIVISION 

The  Sewer  Division  is  comprised  of  three  sections: 
Administrative,  Maintenance,  and  Construction,  under 
the  direction  of  a Division  Engineer. 

The  Administrative  Section,  under  the  direction  of  an 
Administrative  Assistant,  is  responsible  for  the  prepara- 
tion of  budgetary  requirements;  maintenance  of  personnel 
time  records;  presenting  receiving  notices  and  warrants 
for  service  orders  and  purchase  requisitions  to  the  Central 
Office  of  the  department  for  processing;  all  correspondence 
received  in,  and  emanating  from,  the  Sewer  Division; 
processing  of  estimates  for  payment  of  work  performed 
under  contracts;  keeping  records  pertaining  to  the 
sewerage  works  loan  account;  furnishing  information 
relative  to  the  department  policy  as  determined  by 
directives,  orders,  and  ordinances;  and  preparing  and 
processing  the  necessary  forms  relating  to  abatement  of 
sewer  use  charges. 

The  Maintenace  Section,  under  the  direction  of  an 
Associate  Engineer,  is  responsible  for  the  cleaning  of 
catch  basins,  drop  inlets,  sewers,  and  sewer  appurtenances; 
answering  and  investigating  complaints  relating  to 
sewerage  works;  maintaining  and  repairing  sewers; 
inspecting  the  laying  of  drains;  operation  of  sewer  pump- 
ing stations  and  disposal  plant;  recording  complaints 
relating  to  sewerage  works;  recording  sewer  inspections; 
keeping  record  plans  of  the  entire  sewerage  system;  and 
furnishing  information  to  the  public  relating  to  sewerage 
works. 

The  Construction  Section,  under  the  direction  of  an 
Associate  Engineer,  is  responsible  for  the  entire  building 
operations  of  sewerage  works  constructed  and  recon- 
structed under  contracts,  from  the  field  layouts  through 
the  final  inspections;  preparation  of  estimates  for  pay- 
ment for  all  work  performed  under  sewerage  works 
contracts;  and  furnishing  I’ecord  plans  of  sewerage  works 
to  the  Maintenance  Section  for  updating  its  sectional 
plans. 

During  this  period  the  Sewer  Division  was  involved  in 
many  and  various  projects,  including  the  following: 
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The  Sewer  Division  was  assisted  by  the  engineering 
consulting  firm  of  Camp,  Dresser  & McKee,  Inc.  in  the 
preparation  of  Step  II  Grant  Applications  and  201  Facili- 
ties Plan,  which  are  required  by  the  City  of  Boston’s 
National  Pollutant  Discharge  Elimination  System 
(NPDES)  permit,  involving  sewer  projects  totaling 
$58,000,000.  This  plan  and  application  were  submitted  to 
the  United  States  Environmental  Protection  Agency  for 
review  and  approval.  A public  hearing  on  the  Step  II 
Grant  Application  was  held  on  March  1,  1976. 

Engaged  the  Arnold  Greene  Testing  Laboratories,  Inc. 
to  perform  the  testing  of  the  intermittent  discharges  at 
the  City  of  Boston’s  Moon  Island  facility,  as  required  by 
the  NPDES  permit. 

Cooperated  with  Northeastern  University  and  Energy 
& Environmental  Analysis,  Inc.  in  setting  up  and  E.P.A.- 
funded  demonstration  project  to  study  methods  of 
combined  sewer  overflow  abatement. 

Under  the  existing  agreement  between  the  City  of 
Boston  and  the  Metropolitan  District  Commission  for 
the  rehabilitation  of  replacement  of  tide  gates  in  the  City 
of  Boston  drainage  system  tributary  to  the  M.D.C. 
sewerage  system,  the  Sewer  Division  is  actively  cooperat- 
ing in  the  prosecution  of  this  program. 

Furnished  inspection  services  for  major  New  England 
Telephone  Company  conduit  installation  projects  which 
involve  existing  sewerage  works. 

Furnished  information  and  advice  to  the  Boston  Gas 
Company,  Boston  Edison  Company,  New  England  Tele- 
phone Company,  and  others,  relative  to  the  planned 
expansion  of  their  underground  facilities. 

Furnished  a technical  advisor  to  assist  the  City  of 
Boston’s  representative  to  the  Boston  Harbor  Citizens 
Advisory  Committee. 

Cooperated  with  the  Boston  Bedevelopment  Authority 
in  submitting  eligible  B.R.A.  projects  for  federal  and 
state  construction  grants. 
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WATER  DIVISION 

The  following  report  concerning  the  activities  of  the 
Water  Division  of  the  Public  Works  Department,  includ- 
ing its  operations,  statistics,  receipts,  and  expenditures 
for  the  fiscal  year  ending  June  30,  1976,  is  respectfully 
submitted. 

All  pipes  and  appurtenances  for  supplying  portable 
water  to  the  city  are  under  the  control,  care,  and  mainte- 
nance of  this  division.  Also,  provided  by  the  Water 
Division  is  the  water  to  the  two  high-pressure  pumping 
stations  operated  by  the  Fire  Department  for  fire  protec- 
tion in  the  central  business  section  of  the  city.  The 
Metropolitan  District  Commission  supplies  water  to  the 
Boston  city  line  and  charges  $240  per  million  gallons  of 
water  sold  to  its  members.  Boston  requirements  for 
water  from  July  1, 1975,  to  June  30, 1976,  was  150,257,160 
gallons  of  water  per  day,  or  235  gallons  per  capita. 

The  City  of  Boston  water  rates  increased  as  of  May  1, 
1976,  from  $5,  to  $7.65,  per  thousand  cubic  feet,  for  the 
basic  rate,  an  increase  of  53  percent. 

Construction  Section 

The  Construction  Section  is  presently  supervised  by 
two  junior  civil  engineers  and  eight  water  service  inspec- 
tors. The  services  of  one  principal  civil  engineer,  one 
assistant  civil  engineer,  one  junior  civil  engineer,  and 
nine  water  service  inspectors  should  be  the  required  num- 
ber of  personnel  to  supervise  all  phases  of  water  work 
construction. 

Engineering  Section 

The  Engineering  Section  of  the  Water  Division  is  pres- 
ently supervised  by  one  junior  civil  engineer,  one  senior 
engineering  aid,  one  junior  engineering  aid  and  one 
principal  clerk-typist. 

This  section  assists  in  supplying  the  public  with  infor- 
mation regarding  all  phases  of  water  supply  and  other 
related  matters,  as  well  as  keeping  official  records  of  all 
water  work  construction. 

The  services  of  one  senior  civil  engineer,  one  junior 
civil  engineer  and  two  senior  engineering  aids  should  be 
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the  required  number  of  personnel  to  supervise  the  Water 
Division  Engineering  Section. 

Summary  of  Work  Accomplished: 

Domestic  Services,  New,  168 
Fire  Pipes,  New,  33 
Hydrants 
Established,  9 
Changes,  178 
Abandoned,  177 
An  increase  of  10  hydrants. 

From  July  1,  1975,  to  June  30,  1976,  a total  of  77,919.5 
linear  feet  of  main  pipe  was  laid  or  relaid,  varying  in 
size  4 inches  to  16  inches.  The  areas  in  which  main  pipes 
were  laid  or  relaid  are  subdivided  in  districts  as  follows: 


Area  1 

Extension 
Linear  Feet 

Relaid 
Linear  Feet 

Abandoned 
Linear  Feet 

City  Proper 

163.5 

0 

0 

Roxbury 

0 

2,427 

0 

East  Boston 

133 

8,606 

0 

Charlestown 

0 

10,867 

0 

Area  II 

West  Roxbury  . 

0 

20,308 

0 

Hyde  Park 

0 

9,104.5 

0 

Roxbury 

0 

1,409 

0 

Area  III 

Dorchester 

0 

25,198 

0 

System  relaid  14.8  miles;  extended  0.1  miles  of  pipe; 
established  187  new  hydrants  and  abandoned  177  hy- 
drants, for  an  increase  of  10  hydrants.  The  Water  Divi- 
sion replaces  100  or  more,  old  and/or  defective  hydrants, 
under  contract,  each  year. 

Maintenance  Section 

The  Maintenance  Section  is  presently  under  the  super- 
vision of  an  assistant  civil  engineer  and  two  senior  engi- 
neering aids,  and  with  the  aid  of  the  personnel  of  the 
Engineering  Section,  assisted  in  supplying  official  infor- 
mation to  the  public  concerning  all  hydraulic  problems, 
main  pipe  and  service  pipe  locations,  processed  applica- 
tions for  new  or  enlarged  domestic  and  fire  services,  and 
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maintained  ofHcial  records,  plans,  and  pressure  charts, 
and  generally  supervised  the  three  Water  Division  yards. 
An  associate  civil  engineer,  a senior  civil  engineer  and 
two  junior  civil  engineers  should  be  required  to  supervise 
this  section. 

Main  Projects 

In  1975-76,  contracts  were  awarded  for  the  purchase 
of  10,790  water  meters  in  various  sizes.  The  Water 
Division  set  more  than  6,871  water  meters  in  1975  and 
1976;  73,097  linear  feet  of  water  mains  were  cleaned  and 
cement-lined  in  various  locations  throughout  the  city. 

Area  Yards 

Area  I — 710  Albany  Street,  Boston. 

Services:  Charlestown,  North  and  West  Ends,  Back 
Bay,  Stuart,  South  End,  East  Boston,  Elm 
Hill,  Dudley,  Mission  Hill,  and  Roxbury. 

Area  II  — 327  Forest  Hills  Street,  Jamaica  Plain. 

Services:  Jamaica  Plain,  Brighton,  West  Boxbury,  and 
Hyde  Park. 

Area  HI  — 160  Hancock  Street,  Dorchester. 

Services:  Dorchester  and  South'  Boston. 

These  yards  are  responsible  for  the  repair  and  mainte- 
nance of  main  pipes,  service  and  fire  pipes,  hydrants, 
gates,  and  providing  emergency  and  general  service  to 
the  public.  The  main  yard  at  710  Albany  Street  main- 
tains emergency  crews  around  the  clock  for  any  water 
service  that  may  be  required  in  any  section  of  the  city. 

The  main  yard  and  two  area  yeards  were  assisted  by 
three  contractors.  The  contractual  work  consisted  of 
excavation  and  backfilling  to  allow  Water  Division  em- 
ployees to  repair  leaks,  lay  or  relay  water  services,  change 
hydrants,  and  repair  or  replace  defective  appurtenances. 

The  maintenance  shops  handled  all  drilling  of  services 
in  the  main  yard,  and  assisted,  in  case  of  emergency,  in 
the  area  yards.  These  shops  repair  defective  hydrants, 
defective  gates  (in  the  ground,  if  possible),  and  rebuild 
corporation,  tapping,  and  high  pressure  gates.  Along 
with  this  work,  the  maintenance  shops  render  assistance 
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to  other  branches  of  the  Public  Works  Department  in 
many  special  jobs.  The  meter  shop  installs  new  meters, 
changes  worn  and  defective  meters,  tests  and  repairs 
water  meters,  and  maintains  records  of  all  meters  in  and 
out  of  service.  More  than  6,871  water  meters  in  various 
sizes  were  installed  by  the  meter  shop  during  1975-76, 
replacing  the  connection  pieces,  nonregistering  water 
meters,  and  to  meter  new  accounts. 

Administrative  Section 

All  of  the  important  clerical  and  administrative  func- 
tions of  the  Water  Division  are  performed  by  the  Ad- 
ministrative Section.  This  section  assists  the  Division 
Engineer  in  the  preparation  of  annual  budget  estimates 
and  requests,  prepares  overtime  authorizations,  and  fur- 
nishes information  to  the  public  regarding  this  division’s 
activities  and  regulations.  The  Administrative  Section 
is  currently  supervised  by  the  Administrative  Assistant 
and  is  staffed  by  one  principal  clerk /stenographer,  one 
principal  clerk-typist  and  one  senior  clerk-typist.  The 
addition  of  a head  clerk  is  necessary  to  properly  supervise 
this  section. 


Revenue  Section 

All  functions,  under  the  direction  of  the  Water  Revenue 
Supervisor,  in  relation  to  the  revenue  from  water  supply 
and  services,  are  the  responsibility  of  this  office.  These 
functions  include  the  processing  of  applications  for  new 
services  and  fire  pipes,  the  reading  of  more  than  87,097 
accounts  quarterly  and/or  semiannually,  requesting  the 
testing,  installation,  or  removal  of  meters,  and  the 
handling  of  complaints  or  inquiries  concerning  charges 
rendered.  Water  Division  gross  receipts  amounted  to 
$12,466,950  in  the  1976  fiscal  year. 

Employees  of  the  Revenue  Section  answer  inquiries 
from  the  public  concerning  the  sewer  use  charge. 

The  Revenue  Section  processes  and  resolves  all  peti- 
tions for  abatement,  including  those  petitions  for  abate- 
ment of  the  sewer  use  charge,  when  ^aid  charges  are 
directly  related  to  water  consumption.  Sewer  use  charge 
petitions,  when  of  a technical  nature,  are  resolved  by  the 
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Sewer  Division.  The  number  of  abatements  of  metered 
water  rates  granted  in  fiscal  1976  was  619,  amounting  to 
$172,919.04. 

MDC  Water  Assessment 

The  Metropobtan  District  Commission’s  water  assess- 
ment for  1975-76  will  amount  to  $13,112,000  for 
54,637,488,600  gallons  of  water  at  the  rate  of  $240  dollars 
per  million  gallons. 

Employees 


The  number  of  permanent  employees  with  the  \\  ater 
Division  on  June  30,  1976,  was  249  as  compared  to  a 
total  of  262  on  June  30,  1975. 


Domestic  service  applications 

. 1,681 

Fire  pipe  applications  .... 

33 

Special  meter  tests 

. 196 

Hydrant  permits  issued  .... 

30 

Repair  deposits  received 

. 139 

Flow  tests  conducted  .... 

22 

Reactivating  old  service .... 

30 

Shutting  off  and  turning  on  water: 

Shutoffs  for  repairs  .... 

. 8,538 

Turned  on  after  repairs 

. 7,942 

Shut-off  for  vacancy  .... 

. 976 

Turned  on  for  occupancy  . 

. 327 

New  service  pipes  turned  on  . 

98 

New  fire  pipes  turned  on  (first  time) 

17 

ANNUAL  REPORT  OF  THE 
PUBLIC  IMPROVEMENT  COMMISSION 

July  1,  1976. 

Honorable  Kevin  H.  White, 

Mayor  of  Boston. 

Through  the  Commissioner  of  Public  Works. 

Dear  Mr.  Mayor: 

In  accordance  with  the  provisions  of  chapter  21,  section 
36,  Revised  City  Ordinances  of  1961,  the  following  report 
of  the  Public  Improvement  Commission  for  the  period 
from  July  1,  1975,  to  June  30,  1976,  is  respectfully 
submitted: 
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Layouts  With  Construction 

The  following  streets  were  ordered  laid  out  and  constructed 
as  public  ways  during  the  period  of  this  report: 

Aguadilla  Street,  Boston  Proper  District,  from  Tremont 
Street  to  West  Brookline  Street,  over  a portion  of  West  Canton 
Street  — estimated  cost,  $100,000. 

Atlantic  Avenue,  Boston  Proper  District,  from  State  Street 
to  Commercial  Wharf  South  — estimated  cost,  $866,000. 

Fieldmont  Street,  Hyde  Park  District,  from  Bradlee  Street 
approximately  150  feet  easterly  — estimated  cost,  $18,156. 
estimated  benefit,  $9,078.30. 

San  Juan  Street,  Boston  Proper  District,  from  West  Brook- 
line Street  to  Shawmut  Avenue,  over  a portion  of  West  Canton 
Street  — estimated  cost,  $110,000. 

Layout  Without  Construction 

The  following  street  was  ordered  laid  out  without  construc- 
tion: 

Freeman  Street,  Dorchester  District,  from  Charles  Street  to 
Faulkner  Street. 

Widening  and  Construction 

During  the  period  of  this  report,  the  following  streets  were 
ordered  widened  and  constructed: 

Barry  Street,  Dorchester  District,  at  the  northeasterly  corner 
of  Bellevue  Street  and  both  corners  of  Richfield  Street. 

Burnett  Street,  West  Roxbury  District,  at  the  bend  on  the 
southwesterly  side  of  the  northerly  leg  at  a point  approximately 
270  feet  northwest  of  Washington  Street. 

Don  Street,  Dorchester  District,  at  the  northwesterly  corner 
of  Woodrow  Avenue. 

Lothrop  Street,  Brighton  District,  at  the  northwesterly 
corner  of  Portsmouth  Street  and  the  northeasterly  corner  of 
Leo  M.  Birmingham  Parkway. 

Pope’s  Hill  Street,  Dorchester,  at  the  northeasterly  corner  of 
Houghton  Street. 

Public  Alley  No.  807,  Roxbury  District,  at  the  bend  approxi- 
mately 70  feet  west  of  Hemenway  Street. 

Public  Alley  No.  901,  Roxbury  District,  at  the  bend  approxi- 
mately 60  feet  west  of  Hemenwa>  Street. 

Thornton  Street,  Roxbury  District,  at  the  southwesterly 
corner  of  Cedar  Square. 

Zamora  Street,  West  Roxbury  District,  at  both  corners  of 
Perkins  Street. 

Widening,  Relocation,  and  Construction 

During  the  period  covered  l)y  this  report,  the  following 
streets  were  ordered  widened,  relocated,  and  constructed: 
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Chauncy  Street,  Boston  Proper  District,  on  the  southeasterly 
side,  from  Summer  Street  approximately  75  feet  southwesterly. 

Main  Street,  Charlestown  District,  on  the  southwesterly  side, 
from  ^^'est  School  Street  to  Austin  Street. 

Public  Alley  No.  801,  Roxbury  District,  on  the  southwesterly 
and  northwesterly  sides,  from  St.  Stephen  Street  to  Gains- 
borough Street. 

Public  Alley  No.  809,  Roxbury  District,  on  the  southeasterly 
side,  from  Symphony  Road  to  Public  Alley  No.  810. 

Public  Alley  No.  180,  Roxbury  District,  from  Public  Alley 
No.  809  to  Public  Alley  No.  811. 

Public  Alley  No.  818,  Roxbury  District,  from  Public  Alley 
No.  819  to  St.  Stephen  Street. 

Tremont  Street,  Boston  Proper  District,  from  Shawmut 
Avenue  approximately  208  feet  northerly. 

Washington  Street,  Brighton  District,  on  the  northerly  side , 
between  Wirt  Street  and  Henshaw  Street. 

Specific  Repairs 

During  the  period  of  this  report,  the  Public  Improvement 
Commission  ordered  specific  repairs  in  the  following  streets: 

Arch  Street,  Boston  Proper  District,  consisting  of  increasing 
the  width  of  the  sidewalks  on  the  northerly  and  southerly  sides. 

Blue  Hill  Avenue,  Roxbury  District,  consisting  of  the  installa- 
tion of  a traffic  divisional  island  between  Cheney  Street  and 
Georgia  Street. 

Brinton  Street,  Roxbury  District,  consisting  of  increasing 
the  width  of  the  sidewalk  at  Washington  Street. 

Causeway  Street,  Boston  Proper  District,  consisting  of  the 
alteration  and  relocation  of  existing  traffic  divisional  islands 
and  the  installation  of  new  traffic  divisional  islands. 

Chauncy  Street,  Boston  Proper  District,  consisting  of  in- 
creasing the  width  of  the  sidewalk  on  the  northerly  side. 

Commercial  Street,  Boston  Proper  District,  consisting  of  the 
installation  of  a sidewalk  on  the  easterly  side  between  State 
Street  and  the  John  F.  Fitzgerald  Expressway  Under. 

Don  Street,  Dorchester  District,  consisting  of  increasing  the 
width  of  the  sidewalks  at  the  intersection  of  Callender  Street  to 
a point  approximately  65  feet  easterly  on  Callender  Street. 

Harrison  Avenue,  Boston  Proper  District,  consisting  of  the 
reduction  in  width  of  the  sidewalks  on  the  westerly  side  between 
Kneeland  Street  and  Beach  Street. 

Henshaw,  Cambridge,  Winship,  Wirt,  and  Washington 
Streets,  Brighton  District,  consisting  of  increasing  and/or 
decreasing  the  width  of  the  sidewalks,  eliminating  and  relocat- 
ing existing  traffic  divisional  islands,  and  the  installation  of  new 
traffic  divisional  islands. 
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Joslin  Road,  Roxbury  District,  consisting  of  increasing  the 
width  of  the  sidewalk  on  the  northerly  side  between  Rrookline 
Avenue  and  Pilgrim  Road. 

Keany  Square,  Boston  Proper  District,  consisting  of  the 
alteration  and  relocation  of  existing  traffic  divisional  islands 
and  the  installation  of  new  traffic  divisional  islands. 

Marginal  Road,  Boston  Proper  District,  consisting  of  the 
reduction  in  width  of  the  sidewalk  on  the  southerly  side,  from 
Harrison  Avenue  approximately  262  feet  westerly;  and  the 
installation  of  a sidewalk  on  the  northerly  side,  from  Harrison 
Avenue  approximately  253  feet  westerly. 

North  Washington  Street,  Boston  Proper  District,  consisting 
of  the  alteration  and  relocation  of  existing  traffic  divisional 
islands  and  the  installation  of  new  traffic  divisional  islands. 

Public  Alley  No.  404,  Boston  Proper  District,  consisting  of 
the  reduction  in  width  of  the  sidewalks  from  Cumberland  Street 
to  Public  Alley  No.  405. 

Public  Alley  No.  801,  Roxbury  District,  consisting  of  increas- 
ing the  width  of  the  sidewalk  on  the  northeasterly  and  south- 
easterly sides  from  St.  Stephen  Street  to  Gainsborough  Street. 

Public  Alley  No.  807,  Roxbury  District,  consisting  of  the 
reduction  in  width  of  the  sidewalk  on  the  southerly  and  easterly 
sides  from  Hemenway  Street  to  Public  Alley  No.  807A. 

Public  Alley  No.  809,  Roxbury  District,  consisting  of  increas- 
ing the  width  of  the  sidewalk  on  the  northwesterly  side  from 
Symphony  Road  to  Public  Alley  No.  810. 

Public  Alley  No.  818,  Roxbury  District,  consisting  of  the 
reduction  in  width  of  the  sidewalks  from  St.  Stephen  Street 
approximately  500  feet  westerly. 

Public  Alley  No.  821,  Roxbury  District,  consisting  of  the 
reduction  in  width  of  the  sidewalks  from  Public  Alley  No.  822 
to  Public  Alley  No.  820. 

Public  Alley  No.  901,  Roxbury  District,  consisting  of  the 
reduction  in  width  of  the  sidewalks  from  Nos.  65-67  Hemenway 
Street  to  No.  15  Hemenway  Street. 

Rozella  Street,  Dorchester  District,  consisting  of  increasing 
the  width  of  the  sidewalks  at  the  intersection  of  Adams  Street 
to  a point  approximately  45  feet  easterly  on  Rozella  Street. 

Ruthven  Street,  Roxbury  District,  consisting  of  increasing 
the  width  of  the  sidewalk  at  Walnut  Avenue  and  at  Humboldt 
Avenue. 

Staniford  Street,  Boston  Proper  District,  consisting  of  the 
construction  of  two  openings  in  the  existing  traffic  divisional 
island  between  William  Cardinal  O’Connell  Way  and  Merrimac 
Street. 

Summer  Street,  Boston  Proper  District,  consisting  of  increas- 
ing the  width  of  the  sidewalks  on  the  northerly  and  southerly 
sides. 
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Symphony  Road,  Roxbury  District,  consisting  of  the  reduc- 
tion in  width  of  the  sidewalk  and  increasing  the  width  of  the 
sidewalk  at  various  locations  from  Hemenway  Street  to  St. 
Stephen  Street. 

Tremont  Street,  Roston  Proper  District,  consisting  of  in- 
creasing the  width  of  the  sidewalk  on  the  easterly  side,  from 
Shawmut  Avenue  approximately  480  feet  northerly;  and  the 
installation  of  sidewalks  and  edgestone  from  Stuart  Street 
approximately  400  feet  southerly. 

Union  Square,  Oak  Square,  and  Cambridge  Street,  Rrighton 
District,  consisting  of  increasing  and/or  decreasing  the  width 
of  the  sidewalks,  eliminating  and  relocating  traffic  divisional 
islands,  and  the  installation  of  new  traffic  divisional  islands. 

Walnut  Park,  Roxbury  District,  consisting  of  increasing  the 
width  of  the  sidewalk  at  the  intersection  of  Walnut  Avenue. 

^^'ashington  Street,  Boston  Proper  District,  consisting  of  in- 
creasing the  width  of  the  sidewalk  on  the  northwesterly  side, 
from  Harvard  Place  to  a point  approximately  142  feet  north- 
east of  Winter  Street. 

Sidewalks 

The  installation  of  cement  concrete  sidewalks  was  ordered 
in  the  following  ways: 

Birchwood  Street,  West  Roxbury  District,  at  various  loca- 
tions between  Washington  Street  and  Grove  Street. 

Hawthorne  Street,  West  Roxbury  District,  between  Florence 
Street  and  Sycamore  Street. 

Perkins  Street,  West  Roxbury  District,  at  various  locations 
between  Centre  Street  and  the  Jamaicaway. 

Pond  Street,  West  Roxbury  District,  at  various  locations 
between  Centre  Street  and  the  Jamaicaway. 

Pope’s  Hill  Street,  Dorchester  District,  between  Neponset 
Avenue  and  William  T.  Alorrissey  Boulevard. 

Rozella  Street,  Dorchester  District,  between  Adams  Street 
and  Elmdale  Street. 

Tappan  Street,  West  Roxbury  District,  from  South  Street 
approximately  450  feet  northeasterly. 

Discontinuances 

During  the  period  covered  by  this  report,  the  following 
streets  were  ordered  discontinued  as  public  ways: 

Atlantic  Avenue,  Boston  Proper  District,  a portion  from 
State  Street  to  Commercial  Wharf  South. 

Auburn  Street,  Roxbury  District,  from  Vernon  Street  to 
Buggies  Street. 

Avon  Street,  Boston  Proper  District,  between  Washington 
Street  and  Chauncy  Street. 

Benedict  Street,  Charlestown  District,  from  Rutherford 
Avenue  approximately  324  feet  northeasterly  to  Lawrence 
Street. 
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Broadway,  Boston  Proper  District,  from  Washington  Street 
to  Marginal  Road. 

Brunswick  Street,  Dorchester  District,  from  a point  approxi- 
mately 356  feet  northwest  of  Columbia  Road  approximately 
40  feet  northwesterly  to  the  dead  end. 

Central  Avenue,  Dorchester  District,  at  the  westerly  corner 
of  River  Street. 

Chapman  Street,  Charlestown  District,  from  Rutherford 
Avenue  approximately  140  feet  southwesterly;  from  Ruther- 
ford Avenue  to  Lawrence  Street;  and  from  Lawrence  Street  to 
Main  Street. 

Clinton  Street,  Boston  Proper  District,  a portion  from 
existing  Atlantic  Avenue  to  new  Atlantic  Avenue. 

Commerce  Street,  Boston  Proper  District,  a portion  from 
existing  Atlantic  Avenue  to  new  Atlantic  Avenue. 

Commerce  Street,  Boston  Proper  District,  from  Commercial 
Street  to  the  John  F.  Fitzgerald  Expressway. 

Commercial  Street,  Boston  Proper  District,  a portion  of  the 
easterly  side,  from  State  Street  to  the  John  F.  Fitzgerald 
Expressway. 

Cummington  Street,  Boston  Proper  District,  from  a point 
approximately  215  feet  south  of  Commonwealth  Avenue  ap- 
proximately 50  feet  southerly  to  the  Boston  and  Albany 
Railroad. 

Francis  Street,  Roxbury  District,  on  the  northerly  side,  from 
a point  approximately  95  feet  northwest  of  Binney  Street  ap- 
proximately 44  feet  northwesterly,  vertically  below  the  side- 
walk starting  from  elevation  25  to  elevation  18. 

Harrison  Avenue,  Boston  Proper  District,  portions  on  the 
southeasterly  side,  between  Hudson  Street  and  Oak  Street. 

Haskins  Street,  Roxbury  District,  from  Vernon  Street  to 
Ruggles  Street. 

Kempton  Street,  Roxbury  District,  between  Huntington 
Avenue  and  Fernwood  Road. 

Laconia  Street,  Boston  Proper  District,  from  Washington 
Street  to  Shawmut  Avenue. 

Lawrence  Street,  Charlestown  District,  from  West  School 
Street  approximately  385  feet  southeasterly  to  Austin  Street. 

Magnolia  Street,  Dorchester  District,  on  the  southeasterly 
side,  from  a point  opposite  the  southwesterly  street  line  of 
Lawrence  Avenue  approximately  101  feet  northeasterly. 

Oakburn  Avenue,  Roxbury  District,  from  Auburn  Street  to 
Ruggles  Street. 

Peabody  Street,  Roxbur>  District,  from  Brookline  Avenue 
to  Binney  Street. 

Richmond  Street,  Boston  Propert  District,  a portion  from 
existing  Atlantic  Avenue  to  new  Atlantic  Avenue. 
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Rutherford  Avenue,  Charlestown  District,  from  New  Ruther- 
ford Avenue  approximately  190  feet  southeasterly  to  West 
School  Street;  and  from  West  School  Street  approximately  285 
feet  southeasterly  to  Austin  Street. 

South  Market  Street,  Roston  Proper  District,  from  Com- 
mercial Street  to  the  John  F.  Fitzgerald  Expressway. 

South  Market  Street,  Roston  Proper  District,  a portion  from 
existing  Atlantic  Avenue  to  new  Atlantic  Avenue. 

Vernon  Street,  Roxbury  District,  a portion  from  Cabot 
Street  to  a point  approximately  405  feet  northwest  of  Shawmut 
Avenue. 


Easement 

An  easement  for  highway  purposes  was  taken  on  the  follow- 
ing land: 

Private  Land,  Rrighton  District,  at  No.  637  Cambridge 
Street,  for  the  installation  of  a traffic  detector. 

Street  Name 

The  following  street  name  was  assigned: 

Faneuil  Hall  Marketplace,  Boston  Proper  District  — on  the 
southerly  side  of  Faneuil  Hall  from  Merchants  Row  approxi- 
mately 150  feet  westerly  (formerly  Faneuil  Hall  Square);  be- 
tween Chatham  Street  and  North  Street  (formerly  Merchants 
Row) ; between  Commercial  Street  and  Merchants  Row 
(formerly  North  Market  Street);  and  between  Commercial 
Street  and  Merchants  Row  (formerly  South  Market  Street.) 

Street  Name  Change 

During  the  period  of  this  report,  the  Commission  ordered  the 
following  street  name  changed: 

Joslin  Place,  Roxbury  District,  from  Brookline  Avenue  to 
Pilgrim  Road.  Formerly  Joslin  Road. 

Land  Damages 

During  the  period  of  this  report  the  Public  Improvement 
Commission  awarded  the  amount  of  $294  for  anticipated 
damages  as  a result  of  new  street  construction  and  recon- 
struction. 


Private  Ways 

During  the  period  of  this  report  permission  was  given  to  open 
for  public  travel  the  following  private  way : 

Robbart  Lane,  Hyde  Park  District,  from  Prospect  Street 
approximately  170  feet  southeasterly. 
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Sewerage  and  Water  Works 

During  the  period  of  this  report,  the  Public  Improvement 
Commission  ordered  the  construction  of  sewerage  and  water 
works  in  the  following : 

Marston  Street,  Hyde  Park  District,  from  Austin  Street  to 
Gwinnett  Street:  210  linear  feet  of  10-inch  sewer  and  two  catch 
basins  at  an  estimated  cost  of  $7,555;  390  feet  of  8-inch  water 
pipe  at  an  estimated  cost  of  $7,800. 

Prescott  Street,  Hyde  Park  District,  from  Millstone  Road 
approximately  300  feet  southwesterly:  240  linear  feet  of  10-inch 
sewer,  including  251  linear  feet  of  10-inch  surface  drain  and 
283  linear  feet  of  12-inch  surface  drain  at  an  estimated  cost  of 
$18,460. 

Private  Land  (Shawmut  Avenue),  Roxbury  District,  bounded 
by  Shawmut  Avenue,  Ruggles  Street,  and  Vernon  Street:  900 
linear  feet  of  10-inch  sewer;  300  linear  feet  of  10-inch  surface 
drain;  950  linear  feet  of  12-inch  surface  drain;  eighteen  man- 
holes; and  nine  catch  basins  at  an  estimated  cost  of  $123,800; 
75  linear  feet  of  6-inch  water  pipe;  760  linear  feet  of  8-inch 
water  pipe;  650  linear  feet  of  12-inch  water  pipe;  four  hydrants; 
four  8-inch  gates,  three  12-inch  gates;  and  4,115  pounds  of 
fittings  at  an  estimated  cost  of  $44,845. 

Widening  of  Sewer  Easement 

During  the  period  of  this  report,  the  Public  Improvement 
Commission  ordered  that  the  following  sewer  easement  be 
widened : 

Millstone  Road,  Hyde  Park  District,  from  Hyde  Park  Avenue 
to  Prescott  Street. 

Abandonment  of  Easements 

The  Public  Improvement  Commission  ordered  the  abandon- 
ment of  rights  and  easements  in  the  following : 

Private  land,  Roxbury  District,  southwest  of  the  intersection 
of  Blackfan  Street  and  Shattuck  Street,  consisting  of  the  aban- 
donment of  the  rights  and  easements  held  by  said  city  under 
two  certain  instruments  dated  October  10,  1904,  and  October  1, 
1912,  with  respect  to  so  much  of  the  land  referred  to  therein. 

Assessments 

During  the  period  of  this  report,  the  Highway  Division  of  the 
Public  Works  Department  sent  notice  of  completion  of  side- 
walks in  five  streets  at  a cost  of  $49,977.56.  On  this  the  Public 
Improvement  Commission  levied  assessments  of  $11,906. 

During  the  same  period,  the  Sewer  Division  of  the  Public 
Works  Department  reported  sanitary  sewer  connections  in  two 
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streets  at  a cost  of  $39,558.66,  on  which  the  Public  Improve- 
ment Commission  levied  assessments  in  the  amount  of 
$15,133.28. 

SEWER  ASSESSMENTS 


Street 

Cost 

Assessment 

Fensmere  Road,  West  Roxbury 

. $26,678  29 

$9,337  16 

Maplewood  Street,  West  Roxbury 

. $12,880  37 

$5,796  12 

SIDEWALK 

ASSESSMENTS 

Street 

Cost 

Assessment 

Birchwood  Street,  West  Roxbury 

. $27,386  00 

$5,840  00 

Boutwell  Street,  Dorchester 

6,741  00 

1,406  00 

Euston  Road,  Brighton 

5,661  00 

2,587  00 

Nixon  Street,  Dorchester 

3,305  36 

889  00 

Whitford  Street,  West  Roxbury . 

6,884  20 

1,184  00 

Lien  Cancellations 

During  the  period  of  this  report  the  Public  Improvement 
Commission  ordered  the  cancellation  of  liens  in  the  following 
streets: 

Beaver  Street,  Hyde  Park Sewer  Betterments $5,400 

Buick  Street,  Brighton Sidewalk  Betterments 873 

Canaan  Street,  Dorchester Sewer  Betterments 6,720 

Colorado  Street,  Dorchester Sewer  Betterments 7,680 

Poplar  Street,  West  Roxbury Sidewalk  Betterments 3,038 

Poplar  Street,  West  Roxbury Sidewalk  Betterments 3,300 


During  the  period  of  this  report,  forty  petitions  for  public  utilities 
were  approved  for  the  placing  and  maintaining  of  poles  for  the 
support  of  wires. 

Also  forty-two  petitions  were  approved  for  miscellaneous  installa- 
tions or  uses  of  the  public  highway  s of  the  City  of  Boston,  as  follows: 


Street 


Petitioner 


Nature  of  Petition 


Adams  Street,  Charlestown 
Alford  Street,  Charlestown 
Atlantic  Avenue,  Boston  Proper 
Atlantic  Avenue,  Boston  Proper 
Binney  Street,  Roxbury 
Binney  Street,  Roxbury 

Bowdoin  Street,  Dorchester 
Boylston  Street,  Boston  Profier 
Bunker  Hill  Street,  Charlestown 

Byron  Street,  East  Boston 
Clarendon  Street,  Boston  IVoper 
Cleveland  Circle.  Brighton 
Clinton  Street,  Boston  Proper 
Congress  Street,  Boston  Proper 
Curtis  Street,  East  Boston 
Devonshire  Street,  Boston  Proper 
Federal  Street,  Boston  Proper 
Francjs  Street,  Roxbury 
Francis  Street,  Roxbury 

Franklin  Street,  Boston  Projier 
Franklin  Street,  Boston  Proper 
Harrison  Avenue,  Boston  Proper 

High  Street,  Charlestown 


Boston  Gas  Company  Gas  main 

Boston  Gas  Company  Gas  main 

Boston  Edison  Company  Conduit 

Boston  Gas  Company  Gas  main 

Harvard  University  Sidewalk  occujiancy 

Meical  Area  Service  Corporation  Soldier  piles  and  tie 

backs 

Boston  Gas  Company  Gas  main 

Jujamcyn  Theatres  Trust  Marquee  and  sign 

John  H.  Sawyer,  Jr.,  d/b/a  John  H. 

Sawyer’s  Funeral  Home  Brick  veneer 

Salesian  Society,  Inc.  Bridge 

Jason  Kravitz,  d/b/a  Jason’s  Marquee  and  signs 

Boston  Gas  Company  Regulator  pit 

Boston  Gas  Company  Gas  main 

Boston  Edison  Company  Conduit 

Boston  (ias  Company  Gas  main 

One  F'ederal  Street  Trust  Aggregate  sidewalk 

One  Federal  Street  Trust  Aggregate  sidewalk 

Harvard  University  Sidewalk  occupancy 

Medical  Area  Service  Corporation  Soldier  piles  and  tie 

backs 

One  Federal  Street  Trust  Aggregate  sidewalk 

Boston  Gas  Company  Gas  main 

Jujamcyn  Theatres,  (King’s 

Palace)  Marquee  and  sign 

Boston  Gas  Company  Gas  main 
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Joslin  Road,  Roxbury 
Livermore  Street,  Dorchester 
Medford  Street,  Charlestown 
Milk  Street,  Roston  Proper 
Monticello  Avenue,  Dorchester 
Monument  Square,  Charlestown 
North  Street,  Roston  Proper 
Oak  Street,  Roston  Proper 
Oak  Street  West,  Roston  Proper 
Poplar  Street,  West  Roxbury 
Roxbury  Street,  Roxbury 
Stuart  Street,  Roston  Proper 
Summer  Street,  Roston  Proper 
Tremont  Street,  Boston  Proper 
Washington  Street,  Boston 
Washington  Street,  Roxbury 


Joslin  Diabetes  Foundation 
Boston  Gas  Company 
City  of  Boston  (Public  Facilities) 
One  Federal  Street  Trust 
Boston  Gas  Company 
Boston  Gas  Company 
Boston  Gas  Company 
Boston  Edison  Company 
Boston  Gas  Company 
Boston  Gas  Company 
Gardner  Apartment  Association 
Thomas  Diab  (^b/a  Brigham’s) 
Boston  Edison  Company 
Bernard  Soep  Associates 
Boston  Gas  Company 
Olympia  Flower  Shop 


Chilled  water  lines 
Gas  main 
Bridge 

Aggregate  sidewalk 

Gas  main 

Gas  main 

Gas  main 

Conduit 

Gas  main 

Gas  main 

Planters 

Canopy 

Conduit 

Marquee  and  sign 
Gas  main 

Retractable  awning 
and  signs 


West  Brookline  Street,  Boston 

Proper  Boston  Gas  Company 

West  Dedham  Street,  Boston  Proper  Boston  Gas  Company 
Winthrop  Street,  Charlestown  Boston  Gas  Company 


Gas  main 
Gas  main 
Gas  main 


Joseph  F.  Casazza,  Chairman, 
William  T.  Noonan, 

Joanne  A.  Prevost, 


Public  Improvement  Commission. 

Frederick  L.  Garvin, 

Chief  Engineer. 


Joyce  E.  Burrell, 

Executive  Secretary, 
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Sl.M.MAKY  OF  COST  OF  CONTRACT  CONSTRUCTION 
TION  WORK  PERFORMED  IN  HIGHWAY  DIVISION 
TO  JUNE  30,  1976 

Stheets  Reconstructed  During  1975-1976  

Awarded  in  1975-1976,  to  he  Completed  in  1976-1977  . 


Street 

Coniauba  Street 
llartland  Street 
Maryland  Street 
Mayfield  Street 
Midland  Street 
Morrill  Street 
Romsey  Street 
Saxton  Street 
Trescott  Street 
Winthrop  Square 
Arlington  Street 
Beacon  Street 
Boylston  Street 
Charles  Street 
Centre  Street 
Walter  Street 
Gaston  Street 
Holborn  Street 
Irwin  Avenue 
Mt.  Pleasant  Avenue 
Otistield  Street 
Wintlirop  Street 
Elm  Hill  Park 
Fleet  Street 
Public  Alley  No.  433 
Public  Alley  No.  440 
Public  Alley  No.  441 
Public  Alley  No.  442 
Cameron  Street 
Conrad  Street 
Cushing  Avenue 
Hamilton  Street 
Hopestill  Street 
Merlin  Street 
Rill  Street 
Salcombe  Street 
Tovar  Street 
Whittemore  Terrace 
JelVers  Street 
RanKsdell  Avenue 
T N ler  Street 
Winborougli  Street 
Whitford  Street 
Bircliwood  Street 
Estrella  Street 
1 larris  Avenue 
Jamaica  Street 
School  Street 
Dickinson  Road 


Limits 

Poplar  Street  to  325  feet  Northeasterly 
Saxton  Street  to  Sydney  Street 
Savin  Hill  Avenue  to  Bay  Street 
Bakersfield  Street  to  Dorchester  Avenue 
Savin  Hill  Avenue  to  Bay  Street 
Pleasant  Street  to  Bakersfield  Street 
Dorchester  Avenue  to  Sydney  Street 
Romsey  Street  to  Savin  Hill  Avenue 
Pleasant  Street  to  Bakersfield  Street  . 


Beacon  Street  to  Boylston  Street 
Arlington  Street  to  Charles  Street 
Arlington  Street  to  Charles  Street 
Boylston  Street  to  Beacon  Street. 

Weld  Street  to  Church  Street 
Centre  Street  to  South  Street 
Warren  Street  to  Blue  Hill  Avenue 
Warren  Street  to  Blue  Hill  Avenue 
Blue  Hill  Avenue  to  dead  end 
Dudley  Street  to  Dudley  Street 
Blue  Hill  Avenue  to  Gaston  Street 
Warren  Street  to  Greenville  Street 
Warren  Street  to  dead  end  j . 

Hanover  Street  to  Commerical  Street 
Fairfield  Street  to  Exeter  Street 
Dartmouth  Street  to  Exeter  Street 
Fairfield  Street  to  Exeter  Street 
Fairfield  Street  to  Gloucester  Street 
Hancock  Street  to  end 
Summer  Street  to  end 
Windermere  Road  to  Sawyer  Avenue 
Bowdoin  Street  to  Bellevue  Street 
Aspinwall  Road  to  Southern  Avenue 
Park  Street  to  Athelwold  Street 
Ware  Street  to  Hancock  Street 
Cushing  Avenue  to  Stoughton  Street 
Cameron  Street  to  Bowdoin  Street 
Hancock  Street  to  end  .... 
Bateman  Street  to  Alpheus  Road 
Hyde  Park  Avenue  to  Navarre  Street 
Washington  Street  to  Loring  Street 
Tiieston  Street  to  Taunton  Avenue 
Kittridge  Street  to  Augustus  Avenue  . ‘ 
Washington  Street  to  Grove  Street 
Centre  Street  to  Priesing  Street 
Alveston  Street  to  Centre  Street 
South  Street  to  Jamaica  Street 
Washington  Street  to  Walnut  Avenue 
Washington  Street  to  end 


AND  RECONSTRUC- 
FROM  JULY  1,  1975 


$3,243,588  36 
1,923,513  43 


$5,167,101  79 

Contract 

Amount 


$259,953  42 
72,498  88 

365,932  30 
167,180  10 


433,444  20 


178,302  04 


507,756  05 


128,800  29 


224,473  39 
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Eastburn  Street 
Euston  Road 
Letitia  Way 
Lothrop  Street 
Morrow  Road 
Vineland  Street 
Everett  Street 
Stan  wood  Street 
Arborcrest  Terrace 
Codman  Hill  Avenue 
Don  Street 
Hill  Top  Street 
Oakridge  Street 
Pope’s  Hill  Street 
Rozella  Street 
South  Monroe  Terrace 
Van  Winkle  Street 
Fieldmont  Street 
Burton  Street 
Linden  Street 
Mackin  Street 
Margo  Road 
Woodstock  Avenue 


Mt.  Vernon  Street  to  Washington  Street 

Commonwealth  Avenue  to  Colborne  Road 

Bray  ton  Road  to  Nonantum  Street 

Portsmouth  Street  to  Leo  M.  Birmingham  Parkway 

Market  Street  to  Glencoe  Street 

Market  Street  to  600  feet  Northwesterly 

At  North  Beacon  Street 

Blue  Hill  Avenue  to  Columbia  Road  .... 

Gladeside  Avenue  to  Ridgeview  Avenue 

Washington  Street  to  Milton  Avenue 

Callender  Street  to  Woodrow  Avenue 

Granite  Avenue  to  Hallet  Street 

Gallivan  Boulevard  to  Morton  Street 

Neponset  Avenue  to  William  T.  Morrissey  Boulevard 

Adams  Street  to  Elmdale  Street 

Train  Street  to  Neponset  Avenue 

Dorchester  Avenue  to  715  feet  Northeasterly  . 

Bradlee  Street  to  dead  end 

Washington  Street  to  225  feet  beyond  Bellamy  Street 
Brighton  Avenue  to  Cambridge  Street 
Weston  Avenue  to  Waverly  Street 
Brayton  Road  to  Newton  line 

Summit  Avenue  to  Kelton  Street 


Total. 


Awarded  in  1975-1976  to  Be  Completed  in  1976-1977 


Street 
Cornell  Street 
Crandall  Street 
Hawthorne  Street 
Primrose  Street 
Rexhame  Street 
Tappan  Street 
Westmount  Avenue 
Bremen  Street 
East  Eagle  Street 
London  Street 
Sumner  Street 
Eastman  Street 
Fowler  Street 
Mountfort  Street 
St.  Germain  Street 
Upham  Avenue 
Donald  Road 
Floyd  Street 
Hewins  Street 
Kingsdale  Street 
May  brook  Street 
Roxton  Street 
Sumner  Street 
Wolcott  Street 
Barry  Street 
Church  Street 
Greenheys  Street 
Thornton  Street 
Windermere  Road 
T.  A.  Glynn  Way 
Carpenter  Street 


Limits 

Poplar  Street  to  Washington  Street 
Augustus  Avenue  to  Hillview  Avenue 
Florence  Street  to  Sycamore  Street 
Fairview  Street  to  Walter  Street 
Belgrade  Avenue  to  Colberg  Avenue 
South  Street  to  end 

Mt.  Vernon  Street  to  La  Grange  Street 

Day  Square  to  George  R.  Visconti  Road 

Prescott  Street  to  Putnam  Street 

Maverick  Street  to  Decatur  Street 

Orleans  Street  to  Jelfries  Street  . . . . 

Columbia  Road  to  Elder  Street 

Glenway  Street  to  Greenwood  Street 

Park  Drive  to  700  feet  easterly 

Massachusetts  Avenue  to  Dalton  Street 

Hancock  Street  to  Mt.  Cushing  Terrace 

Blue  Hill  Avenue  to  Harvard  Street 

Blue  Hill  Avenue  to  Callender  Street 

Columbia  Road  to  Erie  Street 

Standish  Street  to  Wales  Street 

Glenway  Street  to  Greenwood  Street 

Glenway  Street  to  Greenwood  Street 

East  Cottage  Street  to  Annapolis  Street 

Columbia  Road  to  Erie  Street  . . . . 

Hamilton  Street  to  Richfield  Street 

Adams  Street  to  East  Street 

Magnolia  Street  to  Mascoma  Street 

Guild  Street  to  Marcella  Street 

Cushing  Avenue  to  Stoughton  Street 

At  Southampton  Street 

Gen.  William  H.  Devine  Way  to  Preble  Street 


$152,260  81 
265,999  60 


358,771  48 


128,215  80 


$3,243,588  36 

Contract 

Amount 

$270,879  91 
166,507  06 

401,801  95 


222,428  98 
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Contract 

Street  Limits  Amount 

East  Third  Street  Dorchester  Street  to  M Street 

Gold  Street  D Street  to  F Street 

H Street  East  First  Street  to  East  Fifth  Street 

Jenkins  Street  Dorchester  Street  to  Old  Colony  Avenue 

Mitchell  Street  Old  Colony  Avenue  to  West  Ninth  Street 

West  Sixth  Street  E Street  to  F Street $396,509  94 

Causeway  Street  Keany  Square  and  North  Washington  Street  con- 
struction of  traffic  islands 93,163  94 

Dixwell  Street  School  Street  to  Columbus  Avenue 

Park  Lane  Walnut  Street  to  end 

Peter  Parley  Road  Sigourney  Street  to  Washington  Street 
Weld  Avenue  School  Street  to  Columbus  Avenue 

Woodside  Avenue  Forest  Hills  Street  to  Washington  Street  . . . 310,195  25 

Construction  of  pedestrian  ramps  in  various  locations  in  the  City  of  Boston  . 62,026  40 

Total $1,923,513  43 

Patching  Contracts,  July  1,  1976,  to  June  30,  1977 

Awarded  in  1974-1975  and  Completed  in  1976-1977 

Repairs  to  roadways  in  Area  1 Wales  Corporation  ....  $253,182  50 

Repairs  to  roadways  in  Area  1 Wales  Corporation  ....  284,822  50 

Asphalt  resurfacing  in  Areas  2 & 3 Warren  Brothers  Company  113,780  00 

Awarded  in  1975-1976  to  Be  Completed  in  1976-1977 

Repairs  to  sidewalks  in  Area  3 V.  Scardino $236,520  00 

Repairs  to  sidewalks  in  Area  2 V.  Scardino 236,520  00 

Repairs  to  sidewalks  in  various  locations  D.  Cicconi  Construction  . . 149,125  00 

Repairs  to  sidewalks  in  Area  1 J.  M.  Cashman  ....  96,745  00 

Repairs  to  sidewalks  in  various  locations  Charles  Contracting  Company  . 130,525  00 

Repairs  to  roadways  in  Areas  2 & 3 Hot  Top  Pavements  . . 274,703  75 

Repairs  to  roadways  in  Area  1 Wales  Corporation  ....  301,062  50 

Patching  Quantities  for  July  1,  1975,  to  June  30,  1976 
Sidewalk 

Edgestone  reset 11,889  linear  feet 

Artificial  stone  sidewalk 499,983  square  feet 

Artificial  stone  drive 45,424  square  feet 

Boxes  reset 41 

Sign  Post  reset 33 

Parking  meters  reset 35 

Roadway 

Roadway  patching 323,762  square  feet 

Adjacent  patching . 44,890  square  feet 

Castings  reset 364 

Asphalt  Overlay 

Pavement  removed none 

Bituminous  concrete  top none 

Reset none 
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Bridge  Maintenance  Work  Performed  from 
July  1,  1975,  to  June  30,  1976 

Various  repairs  to  the  operating  machinery,  structures,  gates, 
fenders,  fences,  navagation  lights,  draw  houses,  electrical  mech- 
anisms, sidewalks,  and  decks  and  also  cleaning  and  painting  on 
the  following  drawbridges: 

Alford  Street  over  M>?stic  River. 

Chelsea  Street  over  Chelsea  Creek. 

L Street  over  Reserve  Channel. 

McArdle  Drawbridge  over  Chelsea  Creek. 

Northern  Avenue  over  Fort  Point  Channel. 

Repairs  to  structures,  decks,  rails,  approaches,  fences,  bar- 
riers, and  lights  were  made  to  the  following  fixed  bridges: 

Braddock  Park,  Butler  Street,  Charlestown  High  Bridge, 
Cummins  Highway,  Durham  Street,  Reservation  Road  over 
Mother  Brook,  Rutherford  Avenue,  Rutland  Street  Footbridge, 
Fairmount  Avenue,  Grove  Street  and  Grove  Street  Stairs, 
Jones  Avenue  Footbridge,  Massachusetts  Avenue,  North  Mead 
Street,  Summer  Street  over  Fort  Point  Channel,  Toll  Gate 
Way,  Walworth  Street,  West  Roxbury. 

Expenditures  on  Inland  Bridges  During 
July  1,  1975,  to  June  30,  1976 

Labor  Materials  Supplies  Total 

$43,802  00  $5,641  10  — $49,443  10 

The  above  figures  represent  total  cost  of  maintenance  on  the 
inland  bridges,  using  our  department  yald  employees,  materials, 
and  supplies. 
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WATERBORNE  TRAFFIC  THROUGH  THE  DRAWBRIDGES  FOR  THE  YEAR 
JULY  1,  1975,  TO  JUNE  30,  1976 
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WORK  DONE  BY  CONTRACT  FROM  JULY  1,  1975, 


TO  JUNE 

Item 

Trees  4 to  12  indies 

30,  1976 

Quantity 
1 each 

Trees  12  to  24  inches 

3 each 

Trees  over  24  inches. 

1 each 

Excavation 

31,125.60  cubic  yards 

Trench  excavation  .... 

5,362.00  cubic  yards 

Service  excavation  .... 

716.90  cubic  yards 

Rock  and  wall 

29.50  cubic  yards 

Base  removed 

15,969.72  square  yards 

Pavement  removed 

26,111.16  square  yards 

Bank  gravel 

43,000.59  tons 

Crushed  stone 

1,141.10  tons 

Trench  rock  excavation  . 

17  cubic  yards 

Stumps 

104  each 

Public  utility  trench .... 

13,229.90  square  yards 

New  straight  edgestone  . 

16,543.00  linear  feet 

New  circular  edgestone 

3,652.30  linear  feet 

New  2-foot  corners  .... 

298  each 

Existing  edgestone  reset  . 

82,438.00  linear  feet 

Existing  edgestone  removed,  relocated,  and  reset 

2,347.60  linear  feet 

Straight  granite  guttermouth 

66  each 

Six-foot  radius  corners 

309.00  linear  feet 

Edgestone  hauled  .... 

227.00  linear  feet 

Circular  guttermouth 

30  each 

Class  B concrete  .... 

2,249.25  cubic  yards 

Cement  concrete  Class  B backing  sidewalks 

2.00  cubic  yards 

Concrete  sidewalks  .... 

912,156.90  square  feet 

Concrete  driveways  .... 

177,210.00  square  feet 

Loam  and  seed 

682  cubic  yards 

Bituminous  concrete  binder  course 

8,499.25  tons 

Bituminous  concrete  wearing  surface 

15,427  tons 

Temporary  patch  .... 

1,034  square  yards 

Calcium  chloride  .... 

2,400  pounds 

Six-foot  concrete  island 

5,266  square  feet 

Tree  pits 

66  each 

Bituminous  concrete  base  course 

3,274.50  tons 

OA  asphalt 

788  gallons 

Grade  and  loam  .... 

201  square  yards 

Existing  cur  box  replaced 

8 each 

Existing  water  box  reset  . 

14  each 

Catch  basin  remodeled 

66  each 

Catch  basin  converted 

17  each 

Covers  reset 

1,005  each 

Catch  basin  built  .... 

9 each 

Drop  inlet  built 

22  each 

E frame  and  grate  .... 

14  each 

Ground  water  drain 

390  each 

Sign  post 

498  each 

Stone  bound 

225  each 

Bituminous  concrete  base  sidewalk 

178.50  tons 

Parking  meter 

29  each 

Concrete  pipe  catch  basin  and  drop 
nection 

inlet  con- 

235.70  linear  feet 

Slant  placed  in  existing  pipe  . 

4 each 

Minor  drain 

146  linear  feet 

Catch  basin  abandoned 

5 each 

Catch  basin  or  drop  inlet  cleaned  . 

3 each 

Stone  bound  relocated  or  reset 

9 each 

Six-inch  lijdrant  pipe 

72.60  linear  feet 

Six-inch  gates 

23  each 
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Furnish  and  set  hydrant 
Trench  excavation 
Two-inch  black  steel  conduit  . 
Three-inch  black  steel  conduit 
Precast  pull  boxes 
Control  cabinet 
Shallow  light  base 

Subbases 

Police 

Four-inch  Pavement  marker  . 
Ramp  returns 

Bituminous  concrete  top  sidewalk 
Six-inch  water  pipe  . 

Saw  cut  

Base  for  control  cabinet  . 

Six-inch  water  gates 
Utility  trench  .... 
Pedestrian  ramp  sign  post 
Subbase  light  .... 
Two-inch  steel  conduit 
Three-inch  steel  conduit  . 
Concrete  handhole 
Signal  foundation 
Mast  arm  foundation 
Hatchways  .... 

Bridgestone  .... 

Granite  block  rumble 
Gate  hole  close  .... 
Class  F concrete 
Trafiic  signs  reset 

Rails  cut 

Circular  bridgestone . 

Fire  alarm  relocate  . 

Fire  alarm  conduit,  3-inch 
Fire  alarm  conduit,  2-inch 
Hydrant  relocate 
Trallic  base  abandoned 
Trallic  base  removed 

Paint  curb 

Six-inch  crosswalk 
Radius  corners,  1.5  feet  . 

Control  base  .... 
Breakout  base  .... 

Cut  and  remove  cable 
F^jur-incli  yellow  mark 
Roadway  area  .... 


27 
20 

7,165.90 

20,750.30 

393 

8 

14 

395 

2,181 

3,489 

679 

1,076.65 

35 

6,664 

12 

1 

658 

4 

2 

586.00 

1.017.00 
20 
35 

1 

4 

343 

73.00 

4 

2.25 

6 

546 

49 

1 

9 

28 
1 
1 
7 

1,909.50 

3,502 

20 

2 

17 

1 

3.701.00 
251,412.55 


each 

cubic  yards 

linear  feet 

linear  feet 

each 

each 

each 

each 

hours 

linear  feet 

each 

tons 

linear  feet 
linear  feet 
each 
each 

cubic  yards 

each 

each 

linear  feet 

linear  feet 

each 

each 

each 

each 

each 

linear  feet 
each 

cubic  yards 
each 

linear  feet 
linear  feet 
each 

linear  feet 
linear  feet 
each 
each 
each 

linear  feet 
linear  feet 
each 
each 
each 

lump  sum 
linear  feet 
linear  feet 


WORK  DONE  BY  CITY  FORCES  FROM 
JULY  1,  1975  TO  JUNE  30,  1976 


Bituminous  concrete  roadway  repairs 
Crushed  stone  used  .... 

Edgestone  reset 

Radius  stone  set  .... 

Corner  stone  set  .... 

Casting  reset 

Sign  post  reset 

Catch  basin  reset  .... 
Bituminous  concrete  sidewalk  repairs 
Hot  patch  received  .... 
Cold  patch  received 
Emulsion  used 


76,624.50  square  yards 
125.25  tons 
5,641  linear  feet 
308  feet 
82  each 
147  each 
51  each 
22  each 

29,268  square  yards 
5,929.69  tons 
3,346.35  tons 
200  gallons 
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Granolitic  sidewalk  repairs 

36,126  cubic  feet 

Class  E Concrete  used 

446  cubic  yards 

Red  brick  sidewalk  repaired 

4,009  square  feet 

Walls  repaired 

504  feet 

Motor  repaired  on  Freedom  Trail 

940  square  feet 

Ninety-four-pound  bags  of  cement  used 

400  each 

Stairs  repaired 

1,219  square  feet 

Sand  received 

722.15  tons 

Sand  spread  on  oil  spills 

158.50  tons 

Sand  spread,  ice  control 

209  tons 

Gravel  received 

1,714.90  tons 

Gravel  for  repairs 

1,208.25  tons 

Gravel  for  ballast 

277.85  tons 

Salt  received 

35,377.20  tons 

Snow  removed 

40,790  cubic  yards 

Catch  basin  and  drop  inlet  cleaned 

61  each 

Sand,  gravel  and  stonedust  spread  on  footways  . 

70  tons 

Political  signs  removed 

525  each 

Gralliti  removed  on  public  ways  .... 

156  each 

Police  tags 

Debris  removed  from  public  ways  (street  clean- 

13,219 each 

ing)  

140,196.20  cubic  yards 

Animals  picked  up 

3,001  each 

Kerosene  received  and  used 

1,377.60  gallons 

Freedom  Trail  painting 

15,000.00  linear  feet 

CONTRACTS  FOR  CLEANING  STREETS  WITH 
MECHANICAL  SWEEPERS  AWARDED  IN  1975-1976 


District 


Contractor 


Amount 


1 — City  Proper 

2 — Jamaica  Plain 

3 — Dorchester  North 

4 — Brighton 

5 — South  Boston 

6 — West  Roxbury 

7 — Dorchester  South 

8 — Hyde  Park 

9 — East  Boston 
10  — Roxbury 


J.  K.  Municipal  Services,  Inc. 

J.  K.  Municipal  Services,  Inc. 

V.  J.  Armata  .... 

J.  K.  Municipal  Services,  Inc. 

J.  K.  Municipal  Services,  Inc. 

J.  K.  Municipal  Services,  Inc. 
National  Ecological  Services,  Inc. 
J.  K.  Municipal  Services,  Inc. 

J.  K.  Municipal  Services,  Inc. 

V.  J.  Armata  .... 


$90,491  20 
45,245  60 
51,428  00 
45,245  60 
45,245  60 
45,245  60 
45,724  00 
45,245  60 
45,245  60 
55,200  00 


Total 


. $514,316  80 
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GAS  STREET  LAMPS  — JULY  1,  1975 
TO  JUNE  30,  1976 

On  July  1,  1975,  the  City  of  Boston  had  in  active 
service  1,081  gas  lamps  of  which  thirty-one  were  fire 
alarm  lights.  The  gas  street  lamps  are  used  lo  light 
various  public  ways,  private  ways,  public  and  private 
alleys,  and  three  parks.  During  the  year  we  had  the 
Boston  Gas  Company  install  thirty-eight  new  gas  lamps 
of  which  six  were  fire  alarm  lights.  One  gas  lamp  was 
removed  due  to  urban  renewal. 

New  Gas  Lamps  Lit 

Salem  Street,  at  Main  Street,  Charlestown,  two  lamps  7-13-1975 

Salem  Street,  at  No.  4 and  9,  opposite  15  and  21  . 7-13-1975 

Salem  Street,  at  High  Street 7-13-1975 

Salem  Street  Avenue,  near  Salem  Street,  Charlestown  . 7-13-1975 

Salem  Street  Avenue,  at  No.  6 7-13-1975 

Salem  Street  Avenue,  opposite  No.  11,  opposite  No.  10  7-16-1975 

29  High  Street  Rear,  Charlestown 3-10-1975 

Lawnwood  Place,  at  Main  Street,  two  lamps,  Charlestown  . 9-5-1975 

Lawnwood  Place,  opposite  No.  3,  No.  7 9-5-1975 

Rozella  Street,  opposite  No.  3,  Dorcliester  ....  10-25-1975 

Rozella  Street,  at  No.  3 10-22-1975 

Rozella  Street,  at  No.  9 10-29-1975 

Bowdoin  Street,  at  Cambridge  Street,  City  Proper  11-1-1975 

Bowdoin  Street,  at  No.  13,  No.  19,  No.  29  ...  . 11-1-1975 

Bowdoin  Street,  at  No.  33  11-2-1975 

Bowdoin  Street,  at  No.  25,  at  St.  John’s  Church,  No.  39  11-8-1975 

Bowdoin  Street,  at  No.  43,  at  northwest  corner  oi‘  Derne 

Street 11-9-1975 

Bowdoin  Street,  at  Derne  Street,  southwest  corner  12-7-1975 

Bowdoin  Street,  second  lamp  soulli  from  Derne  Street  12-7-1975 

Bowdoin  Street,  opposite  Ashburton  Place  ....  12-7-1975 

New  Fire  Alarm  Lamp.s  Lit 

Box  No.  4119  Warren  Street  and  Monument  Avenue, 

Charlestown 10-31-1975 

Box  4111  Main  Street  and  W inthrop  Street,  Charlestown  10-25-1975 

Box  4132  Washington  Street  and  Union  Street,  Charles- 
town ............  10—25—1975 

Box  No.  158  Marlborough  Street  and  .Massachusetts  Avenue 

City  Proper  11-9-1975 

Box  -No.  1581  Marlborough  Street  and  Gloucester  Street, 

City  Proper 11-9-1975 

Box  No.  1376  Charles  Street  and  Beacon  Street,  City  Proper.  3-26-1976 

Lamp  Discontinued  Removed 

No.  5 Rear  Peabody  .Street,  Roxbury 10-22-1975 

Active  Gas  Lamps 

No.  OF 

Loc.atio.n  Lamps 

City  ProfXir,  lire  alarm  lamps 32 

City  Proper,  street  lamps 048 

l^ast  Boston 16 
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Charlestown,  fire  alarm  lights 5 

Charlestown,  street  lamps 108 

Brighton 12 

South  Boston 31 

Dorcliester 24 

Roxbury 23 

Jamaica  Plain 12 

West  Roxbury 7 

Total 1,118 


Mercury  Vapor  Lamps  Ordered  and  Installed 
July  1,  1975,  to  June  30,  1976 


BRIGHTON 


Location 

Arlington  Street 

Brock  Street 

Bertram  Street 

Faneuil  Street 

Oakland  Street 

Ridgemont  Street 

Sparhawk  Street 

EAST  BOSTON 

Opposite  No.  97  Beachview  Street  . 

HYDE  PARK 


A Street  . 

Agnes  Avenue 
Albemarle  Street  . 
Alwin  Street  . 
Arlington  Street 
Asheville  Road 
Baker  Street  . 
Bateman  Street 
Belnap  Road 
Belnel  Road  . 

Bow  Street 
Bradlee  Street 
Bradlee  Lane 
Bradlee  Park 
Brainard  Street 
Buckingham  Street 
Bunker  Street 
Carlson  Road 
Charles  Street 
Camelia  Road 
Cheryl  Lane  . 

Clay  Street  . 
Cleveland  Street  . 
Coleman  Street 
Cromwell  Road 
Dacy  Street 
Dell  Terrace  . 
Derry  Road  . 
Dietz  Court  . 
Dietz  Road 
Donna  Terrace 
Eastmont  Road 


Installed 


No. 

Lumens 

4 

35,000 

11 

20,000 

4 

11,000 

1 

35,000 

2 

20,000 

7 

11,000 

11 

20,000 

1 

11,000 

4 

7,000 

2 

7,000 

4 

7,000 

10 

11,000 

22 

11,000 

1 

7,000 

4 

7,000 

19 

11,000 

3 

7,000 

17 

7,000 

5 

7,000 

20 

11,000 

2 

7,000 

2 

7,000 

7 

7,000 

4 

7,000 

1 

7,000 

1 

7,000 

8 

7,000 

2 

7,000 

3 

7,000 

1 

7,000 

9 

7,000 

4 

7,000 

5 

11,000 

2 

7,000 

2 

7,000 

5 

7,000 

2 

7,000 

11 

11,000 

3 

7,000 

4 

11,000 
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Location 


Edwardson  Street 

Ellis  Street 

Factory  Street 

Fairview  Avenue 

Farwell  Avenue 

Fieldmont  Street 

Franklin  Terrace 

Garfield  Place 

Grantley  Street 

Greenbrook  Road 

Huntington  Avenue 

Lakeside  Avenue 

Lawton  Street 

Leighton  Road 

M anion  Road 

Mansur  Street 

Myopia  Road 

Pine  Street 

Pinefield  Lane 

Pingree  Street  

Pleasant  Street 

Poydras  Street 

Raldne  Road 

Red  Pine  Road 

Ridlon  Road 

Riley  Road 

Rosemary  Road 

Rock  Road 

Rosemont  Street 

Ruskin  Road 

Ruskindale  Road 

Sanford  Street 

Sefton  Street 

Seminole  Street 

Solaris  Road 

Springhill  Road 

Stonehill  Road 

Summit  Circle 

Sunnyside  Street 

Tchapitoulas  Street 

Thompson  Street 

Tiles  ton  Street 

Tina  Avenue 

Valencia  Road 

Vanderbilt  Road 

Vernon  Street 

Wachusett  Street 

Walnut  Place 

Way  Street 

Wharton  Court 

Winborough  Street 

Windham  Road 

Wingate  Road 

Winthrop  Street 

Woodglen  Road 

ROXBURY 

Bickford  Street 

Bradston  Street 


Installed 


No. 

Lumens 

6 

7,000 

3 

7,000 

2 

7,000 

7 

11,000 

1 

20,000 

6 

7,000 

1 

7,000 

2 

7,000 

2 

7,000 

4 

7,000 

6 

7,000 

30 

11,000 

5 

7,000 

5 

7,000 

22 

11,000 

5 

7,000 

6 

7,000 

11 

11,000 

6 

7,000 

1 

7,000 

4 

7,000 

8 

7,000 

6 

7,000 

7 

7,000 

2 

7,000 

11 

11,000 

2 

7,000 

6 

7,000 

3 

7,000 

5 

7,000 

2 

7,000 

1 

7,000 

5 

7,000 

5 

7,000 

9 

11,000 

5 

7,000 

4 

7,000 

9 

7,000 

2 

7,000 

11 

11,000 

1 

7,000 

5 

7,000 

8 

11,000 

3 

7,000 

3 

7,000 

3 

7,000 

9 

7,000 

8 

7,000 

1 

7,000 

1 

7,000 

2 

7,000 

5 

7,000 

18 

11,000 

3 

7,000 

8 

7,000 

5 

7,000 

4 

11,000 

3 

20,000 
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Location 


Installed 
No.  Lumens 


Burton  Avenue 
Cedar  Park 
Copeland  Park 
Deirling  Street 
Dennis  Street 
Dunforth  Street 
Elmore  Street 
Elmwood  Place 
Estrella  Street 
Fair  land  Street 
Field  Street 
Forest  Place  . 
Glenburne  Street  . 
Grotto  Glen  Road 
Huckins  Street 
Hutchings  Street  . 
Jarvis  Place  . 
Kalyda  Park  . 
Kenney  Street 
Lewis  Place 
Mark  Street  . 
Miller  Park 
Morley  Street 
Mt.  Pleasant  Place 
Mulberry  Place 
Nira  Street 
Oakland  Street 
Oscar  Street  . 
Pickering  Avenue 
Pompeii  Street 
Quincy  Place 
Rand  Street  . 
Rand  Place 
Renfrew  Street 
Rockledge  Street  . 
Rosewall  Street 
Stanwood  Terrace . 
Supple  Road  . 
Thornton  Place 
Thornton  Terrace 
Tupelo  Street 
Vine  Avenue  . 
Weldon  Street 
Whiting  Street 
Woodcliff  Street 
Woodville  Street  . 
Woodville  Park 
Woodward  Avenue 
Wyman  Street 
Yeoman  Street 


2 11,000 

1 11,000 

2 11,000 

4 11,000 

5 11,000 

3 11,000 

7 11,000 

1 11,000 

3 11,000 

4 11,000 

1 11,000 

1 11,000 

2 11,000 

3 11,000 

3 11,000 

2 11,000 

1 7,000 

1 7,000 

1 11,000 

1 11,000 

1 11,000 

1 11,000 

2 11,000 

1 11,000 

1 11,000 

4 11,000 

3 11,000 

2 11,000 

2 11,000 

5 11,000 

1 11,000 

2 11,000 

1 11,000 

1 11,000 

4 11,000 

2 11,000 

1 11,000 

4 11,000 

1 11,000 

1 11,000 

2 11,000 

1 11,000 

3 11,000 

2 11,000 

4 11,000 

6 11,000 

2 11,000 

7 11,000 

13  11,000 

6 11,000 


WEST  ROXBURY 


Addington  Road 
Ainsworth  Street 
Alameda  Road 
Alaric  Street  . 
Alder  Street  . 
Aldwin  Road 
Alkyris  Street 


16  7,000 

7 7,000 

4 7,000 

1 7,000 

3 7,000 

1 7,000 

2 7,000 
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\llen  Street 3 7,000 

Altair  Road 4 7,000 

Ajcadia  Street 3 7,000 

Ardale  Street 5 7,000 

Ashland  Avenue 1 7,000 

Bangor  Road 3 7,000 

Barbara  Street 3 7,000 

Barclay  Road 4 7,000 

Barlow  Street 1 7,000 

Beecher  Street 3 11,000 

Beech  Street 30  11,000 

Birch  Road 8 7,000 

Blanvon  Road 2 7,000 

Blueview  Circle 3 7,000 

Blue  view  Road 3 7,000 

Boynton  Street 16  11,000 

Brookdale  Street 5 7,000 

Carolina  Square 2 7,000 

Caspar  Street 8 7,000 

Cottage  Road 18  7,000 

May  Street 11  20,000 

Pond  Street 37  20,000 

NEW  ELECTRIC  FIRE  ALARM  LIGHTS 

Fire 

Box  Date 

No.  Location  Lighted 

7216  D Street  and  West  Seventh  Street,  South  Boston . . . 3-29-1976 

5231  Kingsley  Street  and  Travis  Street,  Brighton  (carrying 

pole) 6-4-1976 

1671  Shawmut  Avenue  and  West  Newton  Street 6-9-1976 

1245  Commercial  Street  and  Fleet  Street 7-1-1976 

2889  No,  1515  Blue  Star  Memorial  Highway,  West  Rox- 

bury  (carrying  pole) 12-30-1975 

4121  Water  Street  at  Gray  Street,  Charlestown 8-6-1975 

2126  Albany  Street  and  Mall  Street,  Roxbury 9-18-1975 

5315  Lanark  Road  and  Sutherland  Road,  Brighton,  relo- 
cated from  fire  box  to  new  carrying  pole 6-8-1976 

ELECTRIC  FIRE  ALARM  LIGHTS  REMOVED 

Fire 

Box  No.  Location 

4114  Main  Street  at  Winthrop  Street,  Charlestown  (discontinued 

7-23-75) 

4132  Washington  Street  and  Union  Street,  Charlestown 

4119  Warren  Street  and  Monument  Avenue,  Chralestown 

158  Marlborough  Street  at  Massachusetts  Avenue,  City  Proper 

1581  Marlborough  Street  and  Gloucester  Street,  City  Proper 

239  Hayden  Street  and  Lawn  Street,  Roxbury 

2417  Wyman  Street  and  Bolster  Street,  Roxbury 

1773  Bird  Street  and  Sayward  Street,  Dorchester 

1798  Geneva  Avenue  and  Wilder  Street,  Dorchester 

2236  Cabot  Street  and  Vernon  Street,  Roxbury 

3613  American  legion  Highway  and  Austin  Street,  West  Roxbury 

3644  Wellington  Hill  Street  and  Duke  Street,  Dorchester 

6237  Drumlin  Road  and  Sea  View  Avenue,  East  Boston 

7418  Rev,  Richard  A.  Burke  Street  and  Patterson  Way,  South  Boston 

6157  Border  Street  near  Maverick  Street,  East  Boston 

2534  Call  Street  at  Boynton  Street,  West  Roxbury 

3133  Toplilf  Street  and  Ixjngfellow  Street,  Dorchester 

3327  Dakota  Street  and  Boyd  Street,  Dorchester 
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3384  West  Tremlett  Street  and  Herbert  Street,  Dorchester 

3531  Opposite  32  Ballou  Avenue,  Dorchester 

3631  Harvard  Street  and  Courtland  Road,  Dorchester 

2127  Dudley  Street  and  Warren  Street,  Roxbury 

3651  Opposite  49  Almont  Street,  Dorchester 

3627  Morton  Street  and  Rhodes  Street,  Dorchester 

CITY-OWNED  LAMPS  INSTALLED 

Atlantic  Avenue  (Commercial  Wharf  to  State  Street),  City  Proper 

Arch  Street,  City  Proper 

Blue  Hill  Avenue  (at  Grove  Hall),  Dorchester 

Brighton  Avenue,  Brighton 

Boston  Common,  City  Proper 

Buswell  Street,  City  Proper 

Bennington  Street,  East  Boston 

Beacon  Street,  Brighton 

Chestnut  Hill  Avenue,  Brighton 

Centre  Street,  West  Roxbury 

Clarkwood  Street,  Dorchester 

Centervale  Park,  Dorchester 

Commonwealth  Avenue  (Arlington  Street  to  Hereford  Street),  City  Proper 
Commonwealth  Avenue,  Brighton 
Cambridge  Street,  Brighton 
Cleveland  Circle,  Brighton 

Congress  Street  (Atlantic  Avenue  to  Dorchester  Avenue),  City  Proper 
Cross  Street,  City  Proper 
Charter  Street,  City  Proper 

Commercial  Street  (vicinity  of  Commerical  Wharf),  City  Proper 

Cambridge  Street  at  Court  Street,  City  Proper 

Dorchester  Avenue,  Dorchester 

Day  Square,  East  Boston 

Dudley  Street,  Roxbury  and  Dorchester 

Dorchester  Street,  near  West  Broadway,  South  Boston 

Dudley  Street  at  Warren  Street,  Roxbury 

Dorchester  Avenue,  South  Boston 

Dwight  Street,  City  Proper 

East  Broadway  and  West  Broadway,  South  Boston 

Fairmount  Street,  Dorchester 

Fulton  Street,  City  Proper 

Geneva  Avenue  at  Grove  Hall,  Dorchester 

Hyde  Park  Avenue  at  River  Street,  Hyde  Park 

Harrison  Avenue,  Roxbury 

Harvard  Avenue,  Brighton 

Hyde  Park  Avenue  at  Forest  Hills,  West  Roxbury 

Hanover  Street,  City  Proper 

Hanson  Street,  City  Proper 

Jersey  Street,  City  Proper 

Keswick  Street,  City  Proper 

Kilmarnock  Street,  City  Proper 

Monmouth  Street,  East  Boston 

Marion  Street,  East  Boston 

Miner  Street,  City  Proper 

Old  Colony  Avenue,  South  Boston 

Orleans  Street,  East  Boston 

Oak  Square,  Brighton 

Paisley  Park,  Dorchester 

Peterborough  Street,  City  Proper 

Public  Garden,  City  Proper 

Radford  Lane,  Dorchester 

Radclilfe  Street,  Dorchester 

Roxbury  Street,  Roxbury 

Sumner  Street,  East  Boston 
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St.  Botolph  Street,  City  Proper 

South  Huntington  Avenue  (Perkins  Street  to  Centre  Street),  West  Roxbury 

St.  Steplien  Street,  City  Proper 

Symphony  Road,  City  Proper 

Salem  Street,  City  Proper 

Staniford  Street,  City  Proper 

Sudbury  Street,  City  Proper 

Trotter  School  Park,  Roxbury 

Tremont  Street,  Roxbury 

Trenton  Street,  East  Boston 

Valley  Road,  Dorchester 

Union  Street,  City  Proper 

Upton  Street,  City  Proper 

West  Newton  Street  (railroad  to  Huntington  Avenue),  City  Proper 
Washington  Street,  Brighton 

Washington  Street,  West  Roxbury  (vicinity  of  Dudley  Street) 

Washington  Street,  Dorchester 

Waterfront  Park,  City  Proper 

Westland  Avenue,  Roxbury 

Waltham  Street,  City  Proper 

Windermere  Road,  Dorchester 
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Receipts,  June  30,  1976: 
Sewer  use  charges 

Expenditures: 

Sewer  Division  . 

Pensions  and  Annuities  . 
Collecting  Division  . 

Data  Processing  Unit 
Public  Works  Department 
Pensions,  State-Boston 
Debt  and  Interest 
MDC  Assessment 


Deficit,  June  30,  1976 
Non- Revenue  Expenditures: 
OHice  and  engineers’  salaries  . 
Miscellaneous  bills 
Contracts 


$3,445,746 


$1,289,649 

137,834 

137,315 

296,985 

432,911 

134,794 

1,222,675 

5,954,248 

9,606,411 


$6,160,665 


. $277,574  54 
1,897  50 
. 225,258  70 


$504,730  74 


CATCH  BASIN  CLEANING  DURING  FISCAL  YEAR 
JULY  1,  1975  TO  JUNE  30,  1976 


By  City 

Under 

District 

Forces  Contract 

Totals 

Brighton 

439 

0 

439 

Charlestown 

City  (North  End,  South  End,  West 

250 

0 

250 

End,  Proper,  Back  Bay) 

1,076 

0 

1,076 

Dorchester 

2,436 

561 

2,997 

East  Boston 

664 

0 

664 

Hyde  Park 

407 

213 

620 

Jamaica  Plain 

366 

119 

485 

Roslindale 

313 

85 

398 

Roxbury  

^ 548 

489 

1,037 

South  Boston 

788 

0 

788 

West  Roxbury 

629 

155 

784 

Totals 

7,916 

1,622 

9,538 

MAINTENANCE 

SECTION 

July  1,  1975  to  June  30,  1976 

Complaints  received  and  investigated 

5,960 

Complaints  received  requiring  maintenance  service 
Sewers  repaired  by  city  forces  and  emergency  repairs 

contractor 

3,340 

(linear  feet) 

204 

Sewers  cleaned  (miles) 

10.3 

House  drains  constructed,  repaired,  and 

inspected . 

160 

Municipal  liens  reported  to  City  Collector 

8,500 

Catcli  basins  and  manholes  repaired  by  city  forces  and  emergency 

213 

repairs  contractor 

Catch  basins  and  drof)  inlets  cleaned:  City  force 

7,916 

Contractor 

1,622 

9,538 

Catch  basins  rodded  .... 

660 
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CALF  PASTURE  PUMPING  STATION 
JULY  1,  1975  TO  JUNE  30,  19J6 

Sewage  pumped  i.  297.653  MG 

Average  pumped  per  day : .8147  MGD 

Pumping  cost  per  MG *$878.09 

*This  figure  represents  an  approximate  cost  to  the  City  of  Boston  to  maintain  the 
Calf  Pasture  Pumping  Station  on  a standby  basis  (approximate  twelve  month  cost,  7-1-75 
to  6-30-76,  to  operate  station,  $261,367),  to  assist  the  Metropolitan  District  Commission 
in  handling  surcliarge  of  its  sewerage  system  during  periods  of  heavy  rainfall.  This  con- 
dition has  prevailed  since  February  2,  1968,  the  date  the  MDC  took  over  the  pumping 
and  disposal  of  the  city’s  sewage. 


CATCH  BASINS  UNDER  JURISDICTION  OF  SEWER  DIVISION 


District 

Catch  Basins  Built 
OR  Abandoned 

July  1,  1975  to  June  30,  1976 

Total  for  Entire  City 

Number 

Built 

N umber 
Abandoned 
or 

Removed 

Net 

Increase 

or 

Decrease 

Previous 
Report  through 
June 
30,  1975 

Grand 
Total  to 
June 
30.  1976 

City  Proper 

26 

0 

-f26 

3,903 

3,929 

Roxbury 

0 

0. 

0 

3,720 

3,720 

South  Boston 

0 

0 

0 

1,531 

1,531 

Eleist  Boston 

0 

0 

0 

1,263 

1,263 

Charlestown 

36 

0 

+ 36 

942 

978 

Brighton 

0 

0 

0 

2,198 

2,198 

West  Roxbury 

0 

0 

0 

4,950 

4,950 

Dorchester 

0 

0 

0 

5,829 

5,829 

Hyde  Park 

0 

0 

0 

1,703 

1,703 

Totals 

62 

0 

+ 62 

26,039 

26,101 

TOTAL  LENGTH  OF  SEWERS 

Miles 

Sewers  and  surface  drains  built  previous  to  July  1,  1975  ....  1,399.600 

Sewers  and  surface  drains  built  between  July  1,  1975,  and  June  30,  1976  2.421 


Sewers  abandoned  between  July  1,  1975,  and  June  30,  1976  1.950 


Total  miles  of  existing  sewers 1,400.071 


Approximate  number  of  house  connections  to  City  of  Boston  sewer  system. 


90,780  ± 
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SUMMARY  OF  SEWER  CONSTRUCTION  JULY  1,  1975 
TO  JUNE  30,  1976,  AND  FOUR  PREVIOUS  YEARS 


7-i-75  — 
6-30-76 

7-i-7l$  — 
6-30-75 

1073 

1972 

1971 

Built  by  city  by  contract  or  day 
labor 

Linear  Feet 
0 

Linear  Feet 
2,069 

Linear  Feet 
553.00 

Linear  Feet 
593.60 

Linear  Feet 
1,570.43 

Shared  by  city  and  government . . 

12,785 

3,183 

6,976.00 

9,217.00 

3,882.50 

Totals 

12,785 

5,252 

7,529.00 

9,810.60 

5,452.93 

SEWERAGE  WORKS  BUILT  BY 
BOSTON  REDEVELOPMENT  AUTHORITY 
JULY  1,  1975  TO  JUNE  30,  1976 


Location 


Length 
IN  Feet 


Character 


South  Cove 

478 

10”  surface  drain 

336 

12”  surface  drain 

44 

15”  surface  drain 

54 

21”  surface  drain 

149 

24”  surface  drain 

469 

30”  surface  drain 

89 

48”  surface  drain 

Charlestown 

210 

10”  surface  drain 

3,926 

12”  surface  drain 

376 

15”  surface  drain 

545 

12”  pipe  sewer 

Campus  High  School 

413 

10”  surface  drain 

891 

12”  surface  drain 

846 

15”  surface  drain 

729 

42”  surface  drain 
15  surface  drain  manholes 

857 

10”  pipe  sewer 
6 pipe  sewer  manholes 

Waterfront 

455 

10”  surface  drain 

1,099 

12”  surface  drain 

60 

15”  surface  drain 

106 

18”  surface  drain 

51 

24”  surface  drain 

90 

66”  surface  drain 

32 

96”  surface  drain 

40  10”  pipe  sewer 

12  12”  pipe  sewer 

74  18”  pipe  sewer 

141  24”  pipe  sewer 

26  30”  pipe  sewer 

95  42”  pipe  sewer 

92  66”  pipe  sewer 

8 sewer  manholes 
8 surface  drain  manholes 


APPENDIX  D 
SEWER  DIVISION 


METERS  IN  SERVICE  AS  OF  JUNE  30,  1976 
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ToIuIh 

51,051 

20,211 

19,457 

5,928 

16 

58 

871 

97,573 

CM 

13 

- 

o 

m 

X 

47 

6 

Turbo 

20 

20 

nC 

190 

- 

191 

107 

107 

567 

4 
61 

5 

c- 

X 

S 

"u 

64 

51 

115 

X 

501 

11 

176 

688 

e-i 

O ■«  L*? 

r-  X X -<  -< 

o V.-? 

2,419 

r 

1,047 

642 

362 

394 

2,445 

1 
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^ M rt 

.-s  rt  o 

9 CM  t- 

M* 

X 

3,076 

] 

M rt 

CM  ^ r-  ifl 
irt  irt 

rt*  -N 

o 
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6,058 

- 

S'  »»  r- 

X X CM 

X S'  X o_ 

X*  vo*  V 

38 

81,742 

1 

1 

u 

< 

S 

1 

llenmy 

Hockwnll 

AniArif'jtii 

Gamon 

Arctic. 

Trident 

« 

i 1 

Carlou 

Totals 

Public  Works  Department  93 

METER  REPORT  JULY  1,  1975  — JUNE  30,  1976 
Meters  Installed 

Meter  Shop 4,638 

Area  1 112 

Area  2 1,287 

Area  3 834 

6,871 

Meters  Taken  Out 

Meter  Shop 2,869 

Area  1 696 

Area  2 1,028 

Area  3 789 

5,382 

Connecting  Pieces  Installed 

Meter  Shop 32 

Area  1 607 

Area  2 75 

Area  3 89 

803 

Connecting  Pieces  Taken  Out 

Meter  Shop 1,765 

Area  1 . . . 29 

Area  2 352 

Area  3 155 

2,301 


Meter  Stoppages 


Meter  Shop 400 

Area  1 687 

Area  2 925 

Area  3 769 

2,781 


Meters  Not  Registering 


Meter  Shop 2,119 

Area  1 — 

Area  2 66 

Area  3 10 

2,195 


New  Services 101 

Special  Tests 141 

Meters  Repairetl  in  Service 19 

Meter  Investigations 6,849 
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METERS  INSTALLED  — METER  SHOP 
JULY  1,  1975  — JUNE  30,  1976 


Fiscal 

1975-1976 

5 

8 

1 

I5 

2 

3 

Turbo 

4 

Turbo 

6 

Turbo 

8 

10 

Totals 

July 

282 

35 

15 

23 

24 

7 

4 

3 

393 

245 

14 

19 

27 

8 

7 

4 

3 

327 

September 

409 

32 

29 

21 

9 

1 

2 

4 

507 

October 

439 

29 

20 

13 

9 

4 

4 

1 

519 

November 

333 

29 

21 

30 

13 

4 

4 

1 

435 

December 

436 

28 

11 

. 14 

2 

3 

7 

2 

503 

January 

257 

19 

10 

8 

5 

4 

2 

305 

February 

256 

33 

16 

7 

10 

2 

325 

March 

308 

20 

16 

10 

17 

2 

6 

2 

381 

April 

323 

19 

12 

15 

8 

4 

8 

390 

May 

184 

16 

5 

8 

4 

11 

5 

233 

June 

256 

28 

15 

6 

7 

4 

3 

320 

Totals.  . . . 

3,728 

302 

189 

182 

116 

51 

51 

19 

4,6.38 

METERS  TAKEN  OUT  — METER  SHOP 
JULY  1,  1975  — JUNE  30,  1976 


Fiscal 

1975-1976 

1 

1 

4 

1 

Ih 

2 

3 

4 

6 

8 

10 

Totals 

July 

173 

22 

13 

20 

23 

7 

4 

3 

265 

August 

154 

10 

18 

26 

7 

6 

6 

3 

230 

September.  . 

198 

20 

21 

9 

7 

1 

2 

4 

262 

Octrjber 

235 

11 

11 

13 

9 

4 

4 

1 

288 

November 

198 

18 

15 

23 

9 

4 

3 

1 

271 

December 

267 

13 

8 

13 

2 

2 

12 

2 

320 

Jnniisry 

168 

10 

4 

6 

4 

3 

195 

February  

172 

21 

9 

4 

8 

4 

1 

219 

March 

180 

8 

9 

5 

15 

5 

2 

225 

April 

193 

11 

6 

4 

4 

2 

8 

2 

230 

May 

117 

9 

3 

7 

8 

11 

5 

160 

June 

152 

22 

12 

5 

5 

4 

3 

1 

204 

Totals.  . . . 

2,207 

175 

129 

135 

97 

46 

59 

20 

1 

2,869 

Public  Works  Department 
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CONNECTING  PIECES  INSTALLED  — METER  SHOP 
JULY  1,  1975  — JUNE  30,  1976 


CONNECTING  PIECES  TAKEN  OUT  — METER  SHOP 
JULY  1,  1975  — JUNE  30,  1976 
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Showing  Length  of  Water  Pipes  and  Connections  Owned  and  Operated  by 
Public  Works  Department,  Water  Division,  Water  Service,  and  Number 
of  Values  in  Same 


48” 

42” 

40” 

36” 

30” 

24” 

LengUi  owned  and  operated,  including  high- 
pressure  tire  service,  June  30,  1975 

56,285 

16,191 

8,809 

46,788 

77,405 

93,643 

Gate  valves  in  same 

26 

4 

5 

38 

58 

93 

Air  valves  in  same 

60 

5 

10 

42 

113 

85 

BlowofiFs  in  same 

11 

5 

6 

11 

33 

37 

High-pressure  fire  service 

- 

- 

- 

- 

- 

— 

Lengtii  laid  and  relaid  in  feet 

— 

- 

- 

— 

— 

— 

Gate  valves  in  same 

— 

- 

- 

6 

2 

5 

Air  valves  in  same 

- 

- 

- 

2 

2 

1 

Blowoffs  in  same 

— 

— 

— 

— 

— 

— 

Length  abandoned 

— 

— 

— 

— 

— 

— 

Gate  abandoned  in 

— 

— 

— 

3 

1 

7 

Air  valves  abandoned  in 

— 

— 

— 

2 

2 

1 

Blowoffs  abandoned  in 

— 

— 

4 

6 

4 

Length  owned  and  operated,  including  high- 
pressure  fire  service,  June  30,  1976 

56,285 

16,191 

8,809 

46,788 

77,405 

93,643 

Gate  valves  in  same 

26 

4 

5 

41 

59 

91 

Air  valves  in  same 

60 

5 

10 

42 

113 

85 

Blowoffs  in  same 

11 

5 

6 

7 

27 

33 

High-pressure  fire  service 

— 

— 

— 

— 

— 

— 

Public  Works  Department 
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20” 

16” 

12” 

10” 

8” 

6” 

4” 

3” 

2” 

Totals 

108,847 

419,182 

1,937,380 

434,182 

1,674,230 

741,558 

62,658 

10,941 

6,102 

5,694,201 

78 

860 

5,518 

1,560 

5,707 

3,293 

594 

10 

— 

17,850 

53 

105 

65 

1 

5 

— 

— 

1 

— 

545 

52 

77 

166 

40 

205 

142 

— 

9 

— 

794 

21,019 

59,037 

35,997 

— 

— 

— 

— 

— 

— 

116,053 

- 

4,046 

11,691 

— 

62,388 

47 

45 

— 

— 

78,217 

14 

20 

55 



340 

109 

11 

— 

— 

562 

5 



12,167 

1,986 

17,278 

46,221 

268 

— 

— 

77,920 

12 

10 

30 

10 

85 

199 

12 

— 

— 

369 

5 

9 

108,847 

423,228 

1,936,904 

432,196 

1,719,340 

695,384 

62,435 

10,941 

6,102 

23 

5,694,498 

80 

870 

5,543 

1,550 

5,962 

3,203 

593 

16 

— 

18,043 

53 

105 

65 

1 

5 

— 

, — 

1 

— 

545 

43 

77 

166 

40 

205 

142 

— 

9 

— 

771 

21,019 

59,037 

35,997 

— 

— 

— 

— 

— 

— 

116,053 

1,078.50  miles  in  distribution  system,  including  high-pressure  fire  service. 
21.98  miles  in  high-pressure  fire  service. 
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Area  1 — Meters 
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1,287  1,028 


DOKClIKSTKK  YAKI)  — AKi:\ 


100 


City  Document  No.  18 


Area  3 — Meters 


REASONS  FOR  METER  CHANGES  — METER  SHOP 
JULY  1,  1975  TO  JUNE  30,  1976 
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EMERGENCY  CREWS 
AREA  1 

JULY  1,  1975  TO  JUNE  30,  1976 


Fiscal  1975-1976 

Meters 

Out 

Connecting 
Pieces  in 

Stoppages 

July 

52 

52 

52 

August 

35 

35 

35 

September 

18 

18 

18 

October 

11 

11 

11 

November 

12 

12 

12 

December 

20 

20 

20 

January 

43 

43 

43 

February 

12 

12 

12 

March 

10 

10 

10 

April 

15 

15 

15 

May 

9 

9 

9 

June 

40 

40 

40 

Totals 

277 

277 

277 

TOTAL  NUMBER  OF  HYDARNTS  IN  SYSTEM,  JUNE  30,  1976 


Public  Works  Department 
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BimOX 

12,055 

394 

187 

177 

12,065 
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4 
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33 

Public,  June  30,  1975 

Private,  June  30,  1975  .... 

Added  

Abandoned  

Total  Public,  June  30,  1976 
Total  Private,  June  30,  1976 

B B 

o o 
H H 


r* 


High-pressure  fire  hydrants  in  service,  June  30,  1976  432 

Total  hydrants,  all  kinds  in  service,  June  30,  1976  12,891 
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COST  OF  REPLACEMENT  OF  MAIN  PIPES  (Continued) 
JULY  1,  1975  TO  JUNE  30,  1976 
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COST  OF  REPLACEMENT  OF  MAIN  PIPES  rConchidedj 
JILA  1.  1975  — JLNE  .30.  1956 
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\lmont  Street 
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( iranville  Street 

Mather  Street 

McKone  Street 

Tern  1 ilet  on  Street 

Wainwriptit  Street 

Wainw  right  Street 

Waldeck  Street 

Whitlield  Street 

WhitHeld  Street 

1 

District 

£ 

< 

77,919.5  $2,182,887  59  I $218,289  27  $2,401,176  86 
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to  carry  on  the  above  programs  are  by  departmental 
employees,  assisted  by  contract  experts. 

Delegation  of  authority  in  the  department  is  as  follows: 

Central  Office 

There  are  three  sections  in  the  Central  Office  — an  Ad- 
ministrative Branch;  a Maintenance  Branch;  and  a Permit 
Branch. 

The  Administrative  Branch  processes  purchase  and  sup- 
ply requisitions,  service  orders,  payrolls,  personnel  requisi- 
tions, transfers,  promotions,  and  terminations.  This 
branch  also  handles,  studies,  and  prepares  reports. 

The  Maintenance  Branch  was  established  February  8, 
1960,  by  the  consolidation  of  the  Automotive  Section  and 
the  Repair  Shop,  formerly  in  the  Sanitary  Division.  This 
branch  is  responsible  for  the  care,  control,  and 
maintenance  of  department  vehicles.  It  is  also  in  charge  of 
the  public  utility  facilities  in  the  various  yards  and  serves  as 
a housekeeping  unit. 

Communications  Center 

The  department  maintains  a Communications  Center 
consisting  of  a main  base  station  radio,  linkage  by  closed 
circuit  teletype  system  with  ten  highway  yards,  and  the  cen- 
tral snow  removal  office  at  400  Frontage  Road.  Depart- 
mental mobile  units  are  radio  equipped. 

During  the  year,  automotive  equipment  amounting  to  an 
expenditure  of  $909,624,  was  purchased  for  the  depart- 
ment. 


Permit  Branch 

The  Permit  Branch  is  the  departmental  unit  for  the  is- 
suance of  permits  and  licenses.  This  branch  receives 
departmental  fees,  rentals,  and  charges  for  these 
functions. 


Contract  Section 

One  of  the  more  important  functions  of  the  Ad- 
ministrative Branch  is  the  Contract  Section.  Here  approx- 
imately 132  contracts,  involving  all  facets  of  public  works, 
are  processed.  The  volume  of  these  contracts  amounted  to 
expenditures  of  approximately  $17,956,422.  The  work  is 
extremely  technical,  as  there  must  be  strict  compliance 
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with  the  general  laws,  ordinances,  and  special  laws  pertain- 
ing to  the  city.  Upon  execution  of  contracts,  copies  of 
periodical  estimates,  extensions  of  time,  and  extra  work 
orders  are  processed  and  filed. 

Fiscal  and  Accounting 

The  financial  and  accounting  records  of  the  department 
are  kept  by  this  section.  All  funds  of  the  department  are 
appropriated  or  allowed  through  the  six  major  budgets, 
seven  loan  accounts,  and  various  federal  and  state  grants. 

The  following  statements  show  the  appropriations, 
allowances,  expenditures,  etc.  of  the  department’s  funds 
from  July  1,  1976,  to  June  30,  1977. 

Respectfully  submitted, 

Joseph  F.  Casazza, 
Commissioner  of  Public  Works. 


TABLE  1 

SUMMARY  OF  APPROPRIATIONS,  EXPENDITURES,  AND  BALANCES 
July  1,  1976,  to  June  30,  1977 
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Unencum- 

bered 

Balances 

$504,820 

124,597 

366,328 

46,825 

303,449 

1,873 

3,516,347 

2,536,483 

1,376,403 

733,904 

177,787 

1,799,980 

1,242,843 

Carried 
Forward 
to  1978 

$464,571 

945 

275,577 

51,860 

144,568 

67,864 

227,140 

Unexpended 

Balances 

$504,820 

124,597 

366,328 

46,825 

303,449 

1,873 

3,980,918 

2,537,428 

1,651,980 

785,764 

322,355 

1,867,844 

1,469,983 

Expendi- 

tures 

$22,983,686 

4,176,137 

4,506,693 

1,083,352 

946,551 

2,000,000 

13,127 

2,460,039 

400,959 

655,069 

284,993 

1,085,338 

433,511 

736,650 

Total 

Amount 

Available 

$23,488,506 

4,300,734 

4,873,021 

1,130,177 

1,250,000 

2,000,000 

15,000 

6,440,957 

2,938,387 

2,307,049 

1,070,757 

1,407,693 

2,301,355 

2,206,633 

Supple- 

mentary 

Approp. 

$500,000 

1,000,000 

2,000,000 

Approp.  & 
Carried 
Forward 

General  Budget $22,988,506 

Revenue  Sharing 3,300,734 

Water  Budget 4,873,021 

Sewer  Budget 1,130,177 

Snow  Removal 1,250,000 

Snow  Removal  — R.  S — 

Freedom  Trail 15,000 

Public  Ways  Loan 6,440,957 

Sewerage  Loan 2,938,387 

Sidewalks  Loan 2,307,049 

Bridges  Loan  ......  1,070,757 

Street  Lighting  Loan 1,407,693 

Water  Mains  Loan  ( -1-  16  inches)  2,301,355 

Water  Mains  Loan  (-  16  inches)  2,206,633 

Total  $52,230,269  $3,500,000  $55,730,269  $41,766,105  $13,964,164  $1,232,525  $12,731,639 
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WATER  SERVICE  RECEIPTS  AND  EXPENDITURES 
July  1,  1976,  to  June  30,  1977 


5 


REVENUES  RECEIVED 


$23,426,740  00 


LESS:  OPERATING  EXPENSES 

Water  Division $3,980,392  00 

M.D.C.  Assessments 12,888,419  00 

Pensions  and  Annuities 317,048  00 

Public  Works  Department 1,847,782  00 

Treasury  Department 389,714  00 

Data  Processing  Unit 811,378  00 

State-Boston  Retirement 400,040  00 


Total  Operating  Expenses 
Net  Operating  Income  . 


LESS:  NON-OPERATING  EXPENSES 

Redemption  of  Funded  Debt $460,000  00 

Interest  on  Debt 403,422  00 

Reserve  for  Uncollectable  Charges 1,246,681  00 


Total  Non-Operating  Expenses 
Net  Income  < 


20,634,773  00 
$2,791,967  00 


2,110,103  00 


.$681,864  00 


TABLE  3 

SEWER  USE  RECEIPTS  AND  EXPENDITURES 
July  1,  1976,  to  June  30,  1977 


REVENUE  RECEIVED 


$3,334,516  00 


LESS:  OPERATING  EXPENSES 

Sewer  Division $1,027,063  00 

M.D.C.  Assessments 5,230,849  00 

Pensions  and  Annuities 151,838  00 

Public  Works  Department 463,065  00 

Treasury  Department 134,700  00 

Data  Processing  Unit 285,080  00 

State-Boston  Retirement 171,140  00 


Total  Operating  Expenses 


Net  Operating  Loss 


PLUS:  NON-OPERATING  EXPENSES 

Redemption  of  Funded  Debt $755,000  00 

Interest  on  Debt 433,184  00 

Reserve  for  Uncollected  Charges 294,511  00 

Total  Non-Operating  Expenses 


Net  Loss 


7,463,735  00 
$4,129,219  00 


1,482,695  00 
$5,611,914  00 
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TABLE  4 

PERMIT  BRANCH 
July  1,  1976,  to  June  30,  1977 

CASH  RECEIPTS 

Permits  — signs $62,967  29 

Permits  — openings  and  occupation 92,880  45 

Sewer  inspection 2,850  00 

Sidewalk  licenses 9,280  35 

Sale  of  dump  tickets 76,500  00 

Sale  of  contract  books 8,154  00 

Vouchers  administration  and  inspection 161,399  10 

Special  permits 15,998  00 

Miscellaneous 11,531  72 

Total $441,560  91 

COMMITTED  ACCOUNTS 

Rental  — city  property  under  control  of  P.W.D $4,885  00 

Damage  to  property  (water  pipes) 9,257  63 

Damage  to  property  (Highway  — Street  Lighting)  ........  49,972  86 

Sewer  use  (Tileston  and  Perkit  Box  Co.) 36,298  87 

Utility  permits 15,438  50 

Total $115,852  86 

DEPOSIT  ACCOUNTS 

Water  deposits  (pipes,  etc.) $37,256  36 

Street  opening  account  (drain,  water,  etc.) 89,833  64 

Street  opening  account  special  (Public  Service  Corp.) 992,300  27 

Total $1,119,390  27 

Grand  Total $1,676,804  04 


TABLE  5 

PERMIT  BRANCH 
July  1,  1976,  to  June  30,  1977 

PERMITS  AND  LICENSES  ISSUED 

Signs 2,457 

Permits  — openings  and  occupation 7,875 

Sidewalk  licenses 65 

Sewer  inspection  fees ’ 38 

Dump  tickets 76,500 

Special  permits ^2? 

Total 87,137 

DEPOSIT  RECEIPTS  ISSUED 

Water  deposits 

Street  opening  deposits 233 

Contract  books ^35 

Special  meter  tests ^71 

Total 1.256 

Driveway  applications  issued  and  proces.sed 87 


Notices  of  violations  issued  and  served  . 


67 


Public  Works  Department  i 

PERSONNEL  SECTION 

Records  of  the  Public  Works  Department  indicated  an 
active  work  force  of  1,113  persons  on  department  rolls  as 
of  July  1,  1976. 

As  of  June  30,  1977,  that  number  had  continued  to 
decline  and  there  were  1,033  employees  by  the  close  of 
business  on  the  last  day  of  June,  1977. 

During  the  report  period  ten  employees  died,  fifty-two 
retired,  four  transferred  out  of  the  department  into  other 
city  departments,  eight  submitted  resignations  to  accept 
employment  in  the  private  sector,  and  one  employee  volun- 
tarily separated  himself  from  the  service  of  the  city. 

A total  of  six  new  employees  were  added  to  department 
rolls  during  the  report  period  and  one  employee  transfer- 
red into  this  department  from  another  city  agency. 

The  reclassification  program  occasioned  by  closing  of 
the  South  Bay  incinerator  as  of  August  25,  1975,  as  a result 
of  an  order  by  the  Suffolk  Superior  Court  successfully 
completed  its  work  in  reviewing,  evaluating,  and  reclassify- 
ing employees  formerly  working  in  that  facility  during  the 
report  period.  It  is  a distinct  pleasure  to  report  that  all  of 
the  employees  affected  by  the  closing  have  been  integrated 
elsewhere  into  the  city  work  force,  the  bulk  of  them  in 
positions  at  or  near  the  same  compensation  rates  they  had 
been  receiving  at  the  incinerator,  and  the  bulk  of  them 
were  retained  in  the  employment  of  this  department. 

During  the  report  period  approximately  28,000  separate 
personnel  actions  were  processed  in  the  department  Per- 
sonnel Office. 
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TABLE  6 

NUMBER  OF  EMPLOYEES  ACTUALLY  EMPLOYED 
July  1,  1976,  to  June  30,  1977 


Division 

July 
1,  1976 

June 
30,  1977 

Central  Office  

123 

123 

Highway  Division 

448 

425 

Sanitary  Division 

149 

105 

Sewer  Division 

88 

86 

Engineering  Division  

50 

50 

Water  Division  

255 

244 

Totals 

1,113 

1,033 

Public  Works  Department  9 

MAINTENANCE  BRANCH 

The  Maintenance  Branch  is  the  supply  and  repair  unit 
for  the  City  of  Boston’s  Public  Works  Department.  It  is 
divided  into  two  parts,  the  Administrative  Section  and  the 
Maintenance  Branch,  and  has  a total  staff  of  104  — 96  per- 
manent personnel,  and  8 CETA  employees. 

Personnel  in  the  Administrative  Section  have  to  be  very 
versatile  — capable  of  performing  many  different  func- 
tions. Their  primary  responsibilities  concern  contracts  for 
goods  and  services  supplied  to  the  city  by  private  contrac- 
tors. Administrative  staff  members  write  up  specifications 
for  new  equipment,  prepare  contracts  for  bids,  and  oversee 
the  quality  of  workmanship  of  the  private  contractors  both 
prior  to  and  during  the  course  of  an  award  of  contract. 

With  an  awareness  of  the  necessity  for  conservative 
energy,  all  departmental  vehicles  are  purchased  so  as  to 
minimize  fuel  consumption  while  maintaining  the  depart- 
ment’s high  standards  for  work  performance  and  public 
safety.  In  addition,  each  vehicle  must  conform  to  all 
federal  and  state  noise-reduction  and  air-pollution  reg- 
ulations. 

There  are  also  many  secondary  duties,  such  as  process- 
ing bills  for  goods  and  services  already  provided,  and 
presenting  divisional  budget  requests.  The  Administrative 
Section  is  also  responsible  for  continued  departmental 
compliance  with  OSH  A ordinances. 

The  Maintenance  Branch  runs  a year-round  repair  and 
preventive  maintenance  program  for  the  department’s  509 
vehicles,  as  well  as  dispensing  motor  oil,  transmission 
fluid,  and  gasoline  to  the  Public  Works  Department  and 
sixteen  other  authorized  city  agencies  and  maintains  com- 
plete records  of  all  repairs  and  supplies  dispensed.  Each 
spring  and  fall,  in  compliance  with  Registry  of  Motor 
Vehicle  laws,  all  vehicles  are  inspected,  in-house,  by  the 
Maintenance  Branch. 

They  are  responsible  for  the  upkeep  of  all  departmental 
facilities,  day  or  night,  and  during  the  snow  season  Main- 
tenance personnel  are  available  on  a twenty-four-hour, 
call-back  basis  and  provide  emergency  tow  service  for  any 
departmental  vehicle  all  year  long. 

All  of  this  is  no  easy  task,  considering  the  wide  range  of 
vehicles  the  city  uses.  There  are  Cushman  carts,  three-  and 
six-man  pickups,  pickups  with  utility  bodies,  station 
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wagons,  Econoline  vans,  walk-in  vans,  small  and  large 
dump  trucks  with  gasoline  and  diesel  engines,  com- 
pressors, mounted  cranes,  catch  basin  cleaners,  bucket 
trucks,  road  rollers,  box  trucks,  bulldozers,  large  fishtail 
dump  trucks,  a fork  lift,  and  a Ford  Jet  sewer  Vactor.  In 
addition,  the  city  maintains  a fleet  of  hydraulically 
operated  rubbish  packers,  front-end  loaders,  backhoes, 
and  raise-to-dump  street  sweeper  (designed  to  be  emptied 
into  dump  trucks). 

Every  fall,  the  department  takes  its  snow-fighting  equip- 
ment out  of  mothballs.  This  includes  converting  a number 
of  dump  trucks  to  salt  spreaders,  mounting  plow  frames, 
rams,  and  pistons  onto  dump  trucks  and  spreaders,  and 
overhauling  the  self-propelled  snow-throwers  and  the 
tank-treaded  Bombardier  sidewalk  plows. 

At  present,  the  city  is  experimenting  with  two  new 
substances  to  replace  the  existing  steel  cutting  edges  on  its 
216  plows.  Rubber  blades  have  been  installed  on  a small 
number  of  plows,  while  another  group  has  been  mounted 
with  neoprene  blades.  The  purpose  of  these  tests  is  to  see 
how  much  of  a reduction  in  plowing  operation  noise  and 
cost  of  repairs  to  plows  and  plowing  vehicles,  if  any,  results 
from  using  either  of  the  new  blades  as  opposed  to  the  old 
steel  edges. 

All  the  plows  are  then  assigned  to  city  trucks  or 
spreaders,  or,  for  a security  deposit,  a company  under 
snow-fighting  contract  to  the  city  can  obtain  a loaner  for 
the  season.  The  experimental  blades  will  prove  or  disprove 
themselves  by  the  number  of  repair  work  orders  with  the 
plow  numbers  on  them  turned  in  by  the  end  of  the  season. 

Prior  to  this  year,  the  Central  Office  made  its  repairs 
almost  on  the  spot,  since  many  of  its  shops  were  spread  out 
over  several  locations  throughout  the  city.  Its  primary 
mechanical  maintenance  shop  was  at  650  Albany  Street, 
with  the  Welding  Shop.  There  were  satellite  shops,  mostly 
engaged  in  preventive  maintenance,  at  280  Highland 
Street,  Roxbury;  Forest  Hill  Street,  Forest  Hills;  and  Han- 
cock Street,  Dorchester.  The  Body  Shop,  with  painting 
and  lettering  services,  was  at  Dana  Avenue,  Hyde  Park. 

Centralization  was  the  operative  word  this  year,  though, 
as  the  Central  Office  moved  into  its  new  workshop  at  400 
Frontage  Road,  Boston.  To  do  this,  the  Albany  Street 
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shop  and  all  but  one  of  the  satellite  shops  were  closed,  turn- 
ing the  now-empty  facilities  over  to  the  nearest  Highway 
Division  district  office.  The  only  exception,  the  Forest 
Hills  garage,  will  continue  to  provide  preventive 
maintenance,  light  repairs,  and  light  towing  service  to  the 
furthermost  highway  districts  (Forest  Hills,  West  Roxbury, 
Brighton,  and  Hyde  Park)  until  it  is  determined  that  the 
needs  of  the  department  can  be  better  served  by  closing  this 
operation. 

The  new  building,  officially  entitled  the  Central 
Maintenance  Facility,  was  designed  by  the  New  York  ar- 
chitectural firm  of  John  Carl  Warnecke  and  constructed  of 
precast  concrete  and  structural  steel  by  Perini’s  Eastern 
Building  Division.  Besides  the  repair  shops  and  stockroom 
for  Central  Office,  CMF  also  houses  the  divisional  head- 
quarters for  the  Highway,  Sanitary,  Sewer,  and  Water 
Divisions,  with  some  office  space  set  aside  for  the  Police 
and  Election  Departments. 

The  building  is  a tribute  to  architectural  engineering. 
With  overall  dimensions  of  320  feet  by  560  feet,  it  occupies 
10  acres  over  a culvert-enclosed  portion  of  the  Fort  Point 
Channel,  which  runs  directly  beneath  the  Heavy 
Maintenance  Shop.  The  building  is  supported  by  a net- 
work of  reinforced  concrete  grade  beams  totaling  10,000 
lineal  feet  which,  in  turn,  rests  on  66  wooden  and  1,092 
concrete  piles,  some  of  which  reach  a depth  of  120  feet. 
Underground  tanks  were  installed  at  the  time  of  construc- 
tion, designed  as  a used-oil  retrieval  system,  to  be 
periodically  emptied  and  sold  for  an  average  of  fourteen 
cents  a gallon.  This  was  done  in  an  effort  to  reduce  the  cost 
of  lubrication. 

The  Central  Maintenance  Facility  is  strategically  located 
right  by  both  northbound  and  southbound  entrance  ramps 
to  the  Southeast  Expressway  for  quick  and  easy  access  to 
all  parts  to  the  city.  It  also  proves  to  be  easily  accessible  for 
employees  without  private  vehicles,  centered  as  it, is  bet- 
ween the  MBTA’s  Red  Line  station  at  Broadway  and  the 
Blue  Line’s  Dover  Street  station.  For  those  with  cars,  CMF 
has  six  staggered  parking  levels,  holding  a total  of  306 
vehicles. 

There  are  many  advantages  to  this  new  facility  beyond 
those  already  mentioned,  advantages  concerning  pro- 
cedures. Each  service  still  has  its  own  separate  location 
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(Welding  Shop,  Paint  Shop,  Carpentry  Shop,  Heavy  and 
Light  Maintenance  Shops,  Stockroom,  Communications 
Room,  and  Records  Section),  but  now  they  are  all  under 
one  roof.  This  economizes  on  man-hours  and  fuel  by 
greatly  reducing  the  travel  time  between  shops,  e.g.,  a vehi- 
cle just  completing  mechanical  repairs  no  longer  needs  to 
spend  fifteen  to  thirty  minutes  on  the  road  to  get  body 
work  done  out  at  the  Hyde  Park  garage. 

Efficiency  is  further  increased,  since  it  is  no  longer 
necessary  to  deliver  a needed  part  to  a satellite  shop.  The 
Stockroom,  located  between  the  Heavy  and  Light 
Maintenance  Shops,  keeps  a full  level  of  all  essential  repair 
parts  at  all  times  and  is  only  a short  walk  from  anyone 
needing  materials. 

By  moving  into  CMF,  the  Light  Maintenance  Shop 
capabilities  were  greatly  improved.  There  are  two  reasons 
for  this.  The  first  is  five,  brand-new.  Globe  FKR-28,  air- 
over-oil,  light,  motor  vehicle  hoists,  each  with  a rated 
capacity  of  8,000  pounds.  The  second  is  the  overhead, 
Balco  pneumatic  lubrication  system.  By  pumping  motor 
oil,  gear  oil,  automatic  transmission  fluid,  and  chassis 
grease  under  pressure  to  the  lubrication  site,  valuable  man- 
hours are  saved  and  it  removes  bulky  fifty-five-gallon 
drums  with  hand  cranks  from  the  floor. 

Measuring  300  feet  long  by  120  feet  wide,  the  Heavy 
Maintenance  Shop  is  the  largest  single  service  area  of 
CMF.  It  is  also  included  in  the  lubrication  system. 
Vehicular  access  to  the  shop  is  through  three  15-feet  high, 
metal  roll-up  doors.  Twenty-five  feet  above  the  shop  floor 
are  two  bridge  cranes.  The  first,  running  240  feet  down  the 
center  of  the  shop,  has  a capacity  of  three  tons.  The  second 
runs  the  full  length  of  the  shop  over  a section  of  work  bays 
and  is  rated  at  4, (XX)  pounds. 

Evenly  distributed  throughout  the  fourteen  bays  are  ten, 
GMP-210,  and  two,  GMP-310EDR,  fully  hydraulic  truck 
hoists,  with  rated  capacities  of  36,000  pounds  and  54,000 
pounds,  respectively.  Also,  for  vehicles  too  heavy  for  the 
lifts  or  work  that  can’t  be  done  on  a hoist,  there  is  a lighted 
work  pit  with  concrete  guide  blocks  to  aid  in  centering 
vehicles  over  the  pit. 

Besides  all  this,  the  Heavy  Maintenance  Shop  is  capable 
of  threading  its  own  pipe  up  to  a 4-inch,  outside  diameter. 
Finally,  there  is  a machine  with  which  hydraulic  hoses  are 
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tailor-made  on  the  spot  (1 14 -inch  maximum  inside 
diameter),  resulting  in  at  least  a 50  percent  savings  over 
ready-made  hoses  purchased  under  contract. 

The  Welding  Shop  consists  of  four  parallel  bays,  each 
with  its  own  electrically  operated,  roll-up  door.  One  bay  is 
also  equipped  with  a lighted  work  pit  identical  to  that  of 
the  Heavy  Maintenance  Shop.  Overhead,  running  at  right 
angles  to  the  bays,  is  a two-ton  bridge  crane.  With  these 
new  facilities,  the  metal  stock  on  hand,  and  the  tools, 
which  include  an  old-time  anvil  held  over  from  the  Albany 
Street  blacksmith  shop,  most  anything  can  be  fabricated  to 
satisfy  the  needs  of  the  department. 

Whenever  there  is  a need  for  things  wooden.  Central  Of- 
fice’s Carpentry  Shop  is  able  to  construct  it.  It  is  a spacious 
shop,  completely  outfitted  with  all  the  necessary  hand  and 
power  tools.  And  there  is  always  an  adequate  supply  of 
pine  and  hemlock  lumber  in  various  dimensions  and 
plywood  sheets  to  cope  with  almost  any  situation. 

One  of  the  more  visible  efforts  of  the  Carpentry  Shop  is 
the  reviewing  stands  it  supplies  for  local  celebrations  across 
the  city  throughout  the  year.  But  even  more  important  are 
the  repairs  to  the  department’s  structural  facilities  on  a 
year-round,  twenty-four-hour-a-day  basis. 

A totally  new  function  for  Central  Office  began  with  the 
move  into  CMF.  Located  at  one  end  of  a large  storage 
garage  is  a fully  automated,  car  wash.  There  is  also  a semi- 
automatic truck  wash  requiring  that  the  vehicles  be  driven 
through,  rather  than  pulled.  It  also  has  space  available  for 
manually  cleaning  vehicles  for  those  hard-to-reach  spots 
and  extra-heavy  dirt. 

Central  Office’s  most  expanded  operation,  however,  is 
the  main  fuel  station.  Moved  from  a single  pump  at  the 
Albany  Street  garage  to  a clean,  modern  office  at  CMF,  it 
has  a 30,000-gallon  capacity  divided  between  regular  and 
unleaded  gasoline  and  diesel  fuel  and  is  now  dispensed 
from  four,  console-controlled  pumps. 

Easier  communications  is  the  final  operational  advan- 
tage to  centralization.  The  Communications  Room, 
located  at  the  south  end  of  CMF  on  the  second  floor, 
boasts  a new  801 A console  switchboard  and  a General 
Electric  radio  unit  which  houses  both  frequencies  — 
KCD284  (33.10  MHz)  for  Central  Office,  Highway  and 
Sanitary  Divisions,  and  KRE506  (453.725  MHz),  serving 
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the  Sewer  and  Water  Divisions.  The  switchboard  has  a 
direct  hookup  to  City  Hall  which  reduces  dialing  times  by 
as  much  as  25  percent.  With  the  complex  internal 
telephone  system  tailored  specifically  to  the  needs  of  the 
department,  intradi visional  dialing  times  are  cut  by  better 
than  50  percent. 

In  our  continuing  effort  to  upgrade  and  improve  the 
department’s  automotive  fleet,  the  following  units  of  new 
equipment  were  purchased  for  this  year’s  budget: 


one,  34,000  GVW  truck  w/utility  boom $59,859 

one,  14,000GVW  truck  w/utility  body 12,184 

two,  10,000GVW  truck  w/6.5  load  packer 28,733 

one,  34,OOOGVW  truck  w/4-ton  crane 39,756 

three,  8,200GVW  pickups 14,684 

three,  10,00OGVW  pickups 14,853 

five,  20,000GVW  dump  trucks 50,654 

one,  10,000GVW  van 8,244 

three,  diesel  compressors 13,778 

one,  18, 500GVW  truck  w/gate  valve  turner 19,107 

sbc,  3-wheel  refuse  vehicles 33,555 

sbi,  8,300GVW  pickups  w/plows 42,996 

two,  1- Vi -yd.  front-end  loaders 59,000 

four,  mechanical  street  sweepers 131, 868 

eleven,  34,000GVW  dump  trucks 298,974 


Total  1977  new  equipment  expenditures $828,245 


In  addition  to  the  above  and  in  the  public’s  best  interest, 
the  Schubert  Theater  Organization  donated  $6,000  to  the 
city  for  the  purchase  of  equipment.  This  money  was  spent 
to  purchase  a three-wheeled,  refuse  vehicle  that  is  assigned 
to  clean  up  the  theater  district. 

ENGINEERING  DIVISION 

Submitted  herewith  is  the  annual  report  of  the  Engineer- 
ing Division  of  the  Boston  Public  works  Department  for 
the  fiscal  year  starting  July  1,  1976,  and  ending  June  30, 
1977. 

Rather  than  comment  on  any  specific  events  of  the  past 
year,  it  might  be  more  appropriate  to  highlight  a number 
of  problems  that  have  existed  for  many  years  without  any 
particular  attention  being  paid  to  their  solution  even 
though  events  of  the  past  year  have  continued  to  indicate 
that  better  solutions  for  them  are  urgently  needed. 

A prime  target  for  investigation  and  correction  would  be 
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the  haphazard  handling  of  areaways  under  our  sidewalks 
relative  to  their  real  necessity,  size,  safety,  and  design. 
Ideally  if  the  space  under  sidewalks  were  completely  free  of 
“foreign”  occupancy  such  as  areaways,  vaults,  manholes, 
ducts,  etc.,  we  would  be  much  better  able  to  design  streets 
and  especially  sidewalks.  In  today’s  surroundings, 
sidewalk  treatment  has  become  a much  more  demanding 
requirement  what  with  trees,  plantings,  lighting, 
pedestrian  ramps,  and  “street  furniture”  unheard  of  a few 
years  ago.  Obviously  any  usurping  of  the  sidewalk  area  by 
having  an  open  space  below  the  sidewalk  ties  our  hands 
relative  to  the  planning  of  surface  installations  on  the 
sidewalk  in  any  orderly  sequence. 

Therefore,  all  permits  for  occupancy  of  the  public 
sidewalk  both  existing  and  proposed  should  be  disallowed 
unless  the  petitioner  gives  proof  of  absolute  necessity.  If 
we  then  are  inclined  to  go  along  with  the  request,  we 
should  have  many  protective  hedges  relative  to  the  permit. 
The  required  structural  strength  of  the  slab  should  be 
checked  and  approved  by  the  building  department,  provi- 
sions should  be  made  to  have  installations  supervised  and  a 
system  of  checking  at  regular  intervals  for  maintenance  of 
structural  soundness  should  be  devised.  In  addition  to 
these  obvious  safeguards,  we  should  prohibit  human  oc- 
cupancy in  these  areas,  have  licenses  required,  establish  an- 
nual fees,  and  computerize  all  information  relative  to  these 
items. 

Another  similar  problem  is  the  request  for  occupation  of 
the  public  way  either  by  overhead  crossing  for  various  pur- 
poses, underground  installation  of  all  kinds,  and  other  re- 
quests which  require  encroachment  above,  on,  or  below 
the  public  way. 

These  types  of  occupancy  requests  have  increased 
noticeably  in  the  last  few  years  and  it  is  obvious  that  this 
trend  will  not  only  continue  but  accelerate.  At  present,  ex- 
cept for  granting  revokable  licenses  to  a property  owner  to 
connect  buildings  on  either  side  of  a street  with  a 
pedestrian  overpass  and  similar  licenses  for  underground 
tunnels  and/or  utility  installations  along  with  permits  for  a 
6 inch  veneer  or  18  inch  cornice  overhang,  the  Public  Im- 
provement Commission  can  only  accomodate  other  public 
way  occupancy  petitions  by  discontinuing  bits  and  pieces 
of  the  public  way  either  horizontally,  vertically,  or  both. 
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This  is  a patchwork  quilt  solution  and  both  the  city  and  the 
petitioner  deserve  better. 

A logical  solution  would  be  to  have  some  authorized  city 
board  evaluate  each  petition  relative  to  its  feasibility  and 
desirability  and  if  OK  in  this  respect,  they  should  have  a 
more  direct  way  to  grant  such  invasions  of  the  public  way 
than  by  the  evasive  and  generally  unsatisfactory  disconti- 
nuance procedure  now  followed.  This  probably  would  re- 
quire new  laws  or  ordinances  or  changes  to  existing  ones, 
licenses,  fee  schedules.  Etc.  and  special  emphasis  placed 
upon  design  feasibility,  relationship  location-wise  to  ex- 
isting street  layout  and  street  furniture  and  most  impor- 
tantly relationship  both  vertically  and  horizontally  to  the 
potential  future  street  layout  and  street  furniture  design.  In 
this  way  we  may  avoid  having  an  existing  utility  line  pre- 
vent our  proper  installation  of  necessary  street  furniture. 

Another  irksome  problem  is  that  of  driveways,  their 
location,  size,  and  to  a lesser  degree,  their  design.  Most 
driveway  installers  are  unaware  that  they  are  responsible 
for  their  maintenance.  This  is  understandable  because 
unless  a person  constructs  his  own  drive,  there  does  not 
seem  to  be  any  regulation  relative  to  its  maintenance  by 
him  and  the  driveway  maintenance  becomes  a public  works 
problem. 

Some  easily  understood  and  uniform  regulation  should 
exist  in  this  regard.  Relative  to  driveway  widths  it  is  ob- 
vious that  some  leeway  must  be  granted,  but  except  for  ex- 
traordinary needs,  fixed  maximum  widths  should  be 
adhered  to  and  indeed  minimum  widths  encouraged.  Every 
foot  of  driveway  space  occupied  on  the  public  way  means 
that  much  less  space  we  have  for  proper  installation  of 
street  furniture,  particularly,  lights  and  trees.  Another 
need  is  to  resist  any  request  for  a “depressed  drive  because 
this  interferes  with  pedestrian  sidewalk  usage,  especially 
for  wheelchairs  and  infirm,  blind,  or  elderly  pedestrians.  A 
constant  clash  relative  to  driveways  is  corner  driveways, 
especially  prevalent  when  gas  stations  are  built.  Of  course, 
the  corner  entrance  makes  circulation  to  the  gas  station 
more  direct  but  it  has  so  many  disadvantages,  especially 
from  a safety  point  of  view,  that  they  should  rarely,  if  ever, 
be  allowed.  No  comment  on  driveways  would  be  complete 
without  emphasis  on  absolutely  forbidding  issuing  a permit 
for  a driveway  opening  which  allows  a vehicle  to  block  a 
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sidewalk  by  backing  into  a loading  platform  built  at  the 
back  of  sidewalk.  This  forces  the  pedestrian  out  into  the 
street  with  his  back  to  traffic  and  is  extremely  dangerous. 
The  Building  Department  should  always  refuse  to  grant 
any  building  permit  that  includes  building  this  kind  of 
loading  platform  and  thus  nip  the  problem  at  its  source. 
This  type  of  drive  is  so  dangerous  that  even  all  existing 
ones  should  be  closed  and  the  loading  should  be  done  in 
some  other  manner  that  is  not  dangerous  to  the  general 
public. 

Another  item  that  needs  careful  study  and  interdepart- 
mental coordination  has  to  do  with  the  impact  of  new  con- 
struction on  th  abutting  public  ways.  This  takes  two  forms, 
one  annoying  but  not  critical,  and  the  other  serious,  costly, 
and  potentially  dangerous  to  both  pedestrian  and  vehicular 
traffic. 

The  annoying  form  is  the  relatively  minor  damage  to 
abutting  sidewalks  and  roadway  brought  about  when 
single  homes  or  minor  commercial  buildings  are  erected.  In 
general,  we  can  get  the  owner  to  reconstruct  sidewalks 
along  with  his  drivev/ay  requests  and  although  we  could 
tighten  up  their  responsibilities  to  restore  damage  to  the 
public  way,  this  is  not  a critical  problem. 

The  major  damage  occurs  when  a block-sized,  new 
building  like  a bank,  insurance  company,  or  major  in- 
dustrial building  is  constructed  and  constructed  over  a 
relatively  long  period  of  time.  The  impact  of  this  new  con- 
struction, however  beneficial  to  the  overall  picture  it  may 
be,  can  be  very  serious.  During  construction,  failure  to 
observe  restrictions  on  loading  and  unloading,  the  block- 
ing of  rights  of  way  illegally,  and  the  forcing  of  pedestrians 
to  walk  on  busy  streets  and  similar  disruption,  all  have 
potentially  dangerous  implications  and  tighter  control  in 
the  field  over  the  safety  requirements  in  this  respect  is  most 
necessary.  However,  eventually  this  block-long  building  is 
completed,  the  ribbon-cutting  ceremony  concluded,  and 
too  often  a shambles  is  left  of  the  surrounding  street  and 
sidewalks.  It  is  the  exception  when  the  abutter  provides 
new  sidewalks  around  his  building  and  we  know  of  no  in- 
stance where  the  full  damage  to  the  public  ways  caused  by 
the  building  construction  and  equipment  used  is  corrected. 

The  logical  way  to  handle  this  problem  is  to  have  the  city 
(Public  Works,  Building  Department,  and  other  depart- 
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ments  if  potentially  affected)  study  the  proposed  work  site, 
determine  if  the  volume  of  building  construction  is  going 
to  greatly  damage  the  abutting  ways,  and  if  so,  to  have  the 
Building  Department,  as  a condition  of  issuing  the 
building  permit,  put  in  a statement,  agreed  to  by  the  peti- 
tioner, that  this  owner  will  restore  every  part  of  the  public 
way  deemed  damaged  in  the  opinion  of  the  Public  Works 
Department  up  to  complete  restoration  of  both  sidewalks 
and  roadway  around  the  building  periphery.  This  agree- 
ment of  the  builder  should  take  the  form  of  a bond.  Too 
often  the  builder  causes  the  damage  and  then  requests  the 
Public  Works  Department  to  repave  the  streets  and 
sidewalks  which  he  has  damaged. 

SUMMARY 

Between  July  1,  1976,  and  June  30,  1977,  this  division, 
in  connection  with  the  advertising  of  thirty-eight  contracts 
totaling  $5,838,726,  accomplished  all  of  the  engineering 
relative  to  survey,  design,  plan  work,  estimating,  and 
documentation  for  advertising.  In  addition,  working 
cooperatively  with  the  Massachusetts  Department  of 
Public  Works,  we  engineered  two  chapter  90  projects  total- 
ing $1,569,948. 

Following  is  a detailed  breakdown  of  the  type  of  con- 
tracts advertised  along  with  their  funding  sources: 


Local  Public  Works  — Federally  Funded 

Bid  Price 

Totals 

Six  street  lighting  contracts,  38  streets,  8.16  miles . 
Three  highway  reconstruction,  25  streets,  2.81 

miles 

One  sidewalk  contract,  6 streets,  0.72  miles 

One  sidewalk  and  water  contract,  3 streets, 
0.30  miles 

$2,479,203 

662,191 

104,484 

113,402 

$3,359,280 

Capital  Improvement  Loan  Money 
Four  highway  resurfacing  contracts,  various 

streets,  10.50  miles 

One  sidewalk  contract,  1 street,  0.50  miles 

One  water  contract,  1 street,  0.13  miles 

Three  hydrant  and  pipe  contracts 

$603,537 

35,692 

18,168 

47,538 

704,935 

Community  Development  Block  Grant  Funded 
One  highway  reconstruction  contract,  6 streets, 

1.10  miles 

One  highway  and  street  lighting  contract,  6 

streets,  0. 1 1 miles 

One  street  lighting  contract,  1 street,  1 .02  miles  . . 

$244,846 

134,350 

173,210 

552,406 
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Budget  Funded  — Highway  Budget 
Three  highway  resurfacing  contracts  various 

streets,  6.5  miles 

Three  sidewalk  patching  contracts,  various 

locations 

Three  roadway  patching  contracts,  various 
locations 


Budget  Funded  — Water  Budget 

Two  hydrant  contracts 

Three  emergency  excavation  contracts 

One  miscellaneous  (reproduction  of  water  plates) 

Chapter  90  Projects  (State  Funded) 

Two  highway  reconstruction  projects,  2 streets, 

1.75  miles 

Grand  Total  Bid  Price 


$297,542 

293,382 

252,774 

843,698 

$39,607 

330,478 

8,322 

378,407 

$1,569,948 

$1,569,948 

$7,408,674 

Following  are  (detailed  reports  of  the  activities  of  various 
sections  of  this  division. 


Administrative  Section 

The  administrative  duties  and  clerical  work  were  carried 
out  in  the  Engineering  Division  by  a head  clerk,  assisted  by 
a principal  clerk-typist. 

These  duties  consisted  of  recording  daily  and  weekly 
time  records,  payrolls,  budgets,  personnel  records,  corre- 
spondence which  included  indexing  and  filing,  telephone 
information,  waiting  on  customers  coming  into  the  office 
seeking  information  on  various  questions  pertaining  to 
street  construction,  etc.  All  contract  books  and  specifica- 
tions were  originated  from  this  office  which  were  typed, 
proofread,  collated,  and  assembled  for  distribution.  The 
annual  budget  and  the  annual  reports  were  also  typed  in 
the  Administrative  Section  and  submitted  to  their  respec- 
tive offices. 

Consultants’  payments  were  made  up  from  this  office, 
processed,  and  forwarded  for  payment  for  services  per- 
formed in  connection  with  code  enforcement  areas.  Street 
lighting  programs  and  the  usual  highway,  sewer,  and  water 
contracts  were  also  put  together. 

Sewer  and  water  plans,  street  layouts,  discontinuances, 
and  state-owned  plans  were  alphabetized  on  our  up-to-date 
card  system,  giving  all  information  relative  to  the  in- 
dividual plans. 
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Survey  Section 

The  Survey  Section  under  the  direction  of  an  associate 
civil  engineer  performed  the  following  types  of  work  in  the 
twelve  months  between  July  1,  1976,  and  June  30,  1977. 

The  making  of  field  engineering  surveys,  measurements, 
calculations,  sketches,  and  other  related  information 
needed  in  connection  with: 

a.  The  making  of  plans  and  surveys  relating  to  the 
preservation  of  maintenance  of  street  line  location  records; 

b.  The  making  of  surveys,  plans,  estimates,  and 
reports  relating  to  the  laying  out,  widening,  construction, 
and  designs  of  public  highways; 

c.  The  taking  of  easements  for  sewerage  works; 

d.  Staking  out  lines  and  grades  for  the  construction  of 
highways,  sewerage,  etc. 

e.  The  making  of  property  surveys  of  land  to  be  ac- 
quired by  the  City  of  Boston  by  eminent  domain; 

f.  The  making  of  topographic  surveys  in  connection 
with  the  construction  of  various  municipal  buildings; 

g.  The  making  of  plans  and  surveys  of  city-owned  land 
for  purposes  of  interdepartmental  transfer  or  for  sale  to 
the  public; 

h.  The  making  of  engineering  surveys  and  plans  re- 
quired by  other  city  departments; 

i.  Furnishing  street  locations  and  related  engineering 
information  to  the  public  and  furnishing  of  surveys  and 
engineering  data  in  matters  of  concern  to  the  City  of 
Boston  as  required  or  related  to  activities  under  the 
jurisdiction  of  other  municipal,  state,  federal,  and  private 
agencies  or  authorities,  including  services  of  consultants  or 
contractors  engaged  by  these  agencies  or  authorities. 

During  the  past  ten  years  the  number  of  new  layouts 
(changing  the  status  of  these  private  ways  to  public  ways) 
has  become  minimal.  This  is  partially  due  to  the  fact  that 
most  of  the  vacant  lots  throughout  the  entire  city  have 
been  built  upon  and  therefore  the  need  for  newly  con- 
structed streets  is  not  great. 

The  following  projects  were  accomplished  during  the 
above-referenced  twelve  month  period: 
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SURVEYS  FOR  RECONSTRUCTION 

DISTRICT  LENGTH 

IN  FEET 

Egleston  Street,  Roxbury 500 

Garden  Street,  Boston  Proper 900 

Durant  Street,  West  Roxbury 500 

Stowe  Road,  Dorchester 900 

Martha  Road,  Boston  Proper 700 

Beaumont  Street,  Dorchester  1,700 

Westmoreland  Street,  Dorchester 1,200 

Marcella  Street,  Roxbury 200 

Bowman  Street,  Dorchester 500 

Catherine  Street,  West  Roxbury 950 

Hall  Street,  West  Roxbury 1 ,200 

Goldsmith  Street,  West  Roxbury  1,200 

Dalrymple  Street,  West  Roxbury 800 

Marmian  Street,  West  Roxbury 900 

Millet  Street,  Dorchester 2,550 

Newbury  Street,  Boston  Proper 5,000 

Cumberland  Street,  Boston  Proper  560 

Milton  Avenue,  Hyde  Park 760 

Williams  Avenue,  Hyde  Park 530 

Vallaro  Road,  Hyde  Park  530 

Drury  Road,  Hyde  Park 800 

Webster  Street,  East  Boston 1,400 

Morris  Street,  East  Boston 800 

Hamlet  Steet,  Dorchester 425 

Antrim  Street,  East  Boston 450 

Bremen  Street,  East  Boston 300 

Prescott  Street,  East  Boston  600 

Powell  Street,  West  Roxbury 400 

Henry  Street,  East  Boston 180 

Canterbury  Street,  West  Roxbury 300 

Brown  Avenue,  West  Roxbury 3,100 

Mercer  Street,  South  Boston 1,100 

Telegraph  Street,  South  Boston  1,200 

Thomas  Park,  South  Boston 2,200 

Thane  Street,  Dorchester 1,200 

Maxwell  Street,  Dorchester 600 

Mr.  Ida  Road,  Dorchester 1,000 

Whitten  Street,  Dorchester 1,200 

Percival  Street,  Dorchester  480 

Charles  Street,  Dorchester 900 

Baker  Street,  West  Roxbury 500 

McKone  Street,  Dorchester 700 

Bloomington  Street,  Dorchester 500 

Wellington  Hill  Street,  Dorchester 3,000 

Ashmont  Park,  Dorchester 200 

Spencer  Street,  Dorchester 1 ,500 

Park  Street,  Dorchester 2,000 

Moore  Street,  East  Boston 500 

Ditson  Street,  Dorchester 500 

Speedwell  Street,  Dorchester 700 

Dimock  Street,  Roxbury  1,200 

Edgehill  Road,  West  Roxbury 800 

Sachem  Street,  Roxbury 850 

Boynton  Street,  West  Roxbury 1,580 

Neillian  Crescent,  West  Roxbury 1,200 

Prescott  Street,  East  Boston 1,200 

Clearway  Street,  Boston  Proper 900 

Meadowbank  Road,  Dorchester 900 

Gladeside  Avenue,  Dorchester 1 ,200 

Monadnock  Street,  Dorchester 1 ,500 

Cedar  Street,  Roxbury 2,800 
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Haverford  Street,  West  Roxbury 1,500 

Calumet  Street,  Roxbury 3,000 

Monponset  Street,  Hyde  Park 700 

Adanac  Terrace,  Dorchester 200 

River  Street,  Hyde  Park 900 

Brook  Farm  Road,  West  Roxbury 1,800 

Edgewater  Drive,  Dorcherster 700 

Eustis  Street,  Roxbury 1,500 

St.  Botolph  Street,  Boston  Proper 1,200 

Albemarle  Street,  Boston  Proper 450 

Pierce  Avenue,  Dorchester  1,500 

Florence  Street,  West  Roxbury 2,750 

Blagden  Street,  Boston  Proper 750 

Maxwell  Street,  Dorchester 800 

Nonquit  Street,  Dorchester 400 

Granger  Street,  Dorchester 600 

Atherton  Street,  Roxbury 1,500 

Huntington  Avenue,  Roxbury 510 

Hamilton  Street,  Dorchester 950 

White  Street,  East  Boston 1,800 

Clarkson  Street,  Dorchester 2,000 

Whitfield  Street,  Dorchester 2,000 

Millet  Street,  Dorchester 800 

C Street,  South  Boston 2,800 

Hesston  Terrace,  Dorchester 250 

Beech  Street,  Boston  Proper 800 

Draper  Street,  Dorchester 950 

Lorna  Street,  Dorchester 2,300 

Merriam  Street,  Roxbury 600 

Putnam  Street,  East  Boston 3,000 

Abbot  Street,  Dorchester 830 

Bushnell  Street,  Dorchester 450 

Central  Square,  East  Boston 400 

Dorset  Street,  Dorchester 600 

Eutaw  Street,  East  Boston 180 

Ford  Street,  East  Boston 300 

Hewlett  Street,  West  Roxbury 1 ,660 

Highland  Avenue,  Hyde  Park 1,000 

Lexington  Street,  East  Boston 150 

Pomfret  Street,  West  Roxbury 700 

Roanoke  Street,  West  Roxbury 600 

Ruskin  Street,  West  Roxbury  560 

Saratoga  Street,  East  Boston 650 

Silloway  Street,  Dorchester 370 

Wheatland  Avenue,  Dorchester 630 

Danny  Road,  Hyde  Park 800 

SURVEYS  FOR  SPECIFIC  REPAIRS 

(Widening  or  narrowing  of  sidewalk,  installation  of  traffic  divisional  islands,  etc., 
and  widening) 

DISTRICT  LENGTH 

IN  FEET 

Columbia  Road,  Dorchester 1,500 

Blue  Hill  Avenue,  Dorchester 1,600 

Hyde  Park  Avenue,  Hyde  Park 300 

Babson  Street,  Dorchester 700 

Dexter  Street,  Charlestown 400 

Bray  Street,  Roxbury 3(X) 

River  Street,  Hyde  Park 300 

Winthrop  Street,  Hyde  Park 5(X) 

Havre  Street,  East  Boston 800 

Greenwood  Street,  Hyde  Park  700 

River  Street,  Hyde  Park 300 

Elm  Street,  West  Roxbury 200 

Forest  Hill,  West  Roxbury, 1,000 
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TOPOGRAPHICAL  SURVEYS 


Ayles  Road,  Hyde  Park 
Westminster  Street,  Hyde  Park 
Central  Avenue,  Hyde  Park 
Arlington  Street,  Hyde  Park 
Hyde  Park  Avenue,  Hyde  Park 
River  Street,  Hyde  Park 
Metropolitan  Avenue,  Hyde  Park 
Wachusetts  Street,  West  Roxbury 
Weld  Street,  West  Roxbury 
Baker  Street,  West  Roxbury 
La  Grange  Street,  West  Roxbury 
Spring  Street,  West  Roxbury 
Gardner  Street,  West  Roxbury 
Centre  Street,  West  Roxbury 
V.F.W.  Parkway,  West  Roxbury 
Bray  Street,  West  Roxbury 
Montebello  Road,  West  Roxbury 
Washington  Street,  Roxbury 
Columbus  Avenue,  Roxbury 
Franklin  Street,  Boston  Proper 
North  Harvard  Street,  Brighton 
Coolidge  Street,  Brighton 
Royal  Street,  Brighton 
Emelia  Terrace,  Dorchester 
New  Chardon  Street,  Boston  Proper 
Miami  Terrace,  West  Roxbury 
Hyde  Park  Avenue,  West  Roxbury 
Hayes  Street,  Charlestown 
River  Street,  Hyde  Park 
Baker  Street,  West  Roxbury 
Brookline  Avenue,  Roxbury 
Longwood  Avenue,  Roxbury 
Riverway,  Roxbury 
Boylston  Street,  Boston  Proper 
Avenue  Louis  Pasteur,  Roxbury 
Huntington  Avenue,  Roxbury 
Francis  Street,  Roxbury 
Cass  Street,  West  Roxbury 
Willis  Street,  West  Roxbury 
Kittredge  Street,  West  Roxbury 
Anawan  Avenue,  West  Roxbury 
Weld  Street,  West  Roxbury 
Bennington  Street,  East  Boston 
Wardsworth  Street,  East  Boston 


Saratoga  Street,  East  Boston 
Moore  Street,  East  Boston 
Curtis  Street,  East  Boston 
McLellan  Highway,  East  Boston 
Byron  Street,  East  Boston 
Colleridge  Street,  East  Boston 
Cowper  Street,  East  Boston 
Horan  Street,  East  Boston 
Breed  Street,  East  Boston 
Meadowbank  Avenue,  Dorchester 
Gustin  Street,  South  Boston 
Blue  Hill  Avenue,  Dorchester 
Summer  Street,  Boston  Proper 
Walk  Hill  Street,  West  Roxbury 
Amesbury  Street,  West  Roxbury 
Antrim  Street,  East  Boston 
Bayswater  Street,  East  Boston 
Frankfort  Street,  East  Boston 
Swift  Street,  East  Boston 
Vienna  Street,  East  Boston 
Swift  Terrace,  East  Boston 
Neptune  Road,  East  Boston 
Child  Street,  Hyde  Park 
Austin  Street,  Hyde  Park 
Truman  Parkway,  Hyde  Park 
Readville  Street,  Hyde  Park 
Arlington  Street,  Hyde  Park 
Eastern  Avenue,  Brighton 
Summer  Street,  Boston  Proper 
Bray  Street,  Roxbury 
Arbutus  Street,  Dorchester 
Balsam  Street,  Roxbury 
Bellevue  Street,  Dorchester 
Filomena  Road,  West  Roxbury 
Miami  Avenue,  West  Roxbury 
Cass  Street,  West  Roxbury 
Woodrow  Avenue,  Dorchester 
Springvale  Avenue,  West  Roxbury 
Chauncy  Street,  Boston  Proper 
Powell  Street,  Dorchester 
Columbia  Road,  Dorchester 
Washington  Street,  Boston  Proper 
State  Street,  Boston  Proper 
Church  Street,  Boston  Proper 


SURVEYS  AND  PLANS  FOR  SCHOOL  SITES 


Oliver  Wendell  Holmes,  Dorchester 
Champlain,  Dorchester 
Roger  Clap,  Dorchester 
John  Cheverus,  East  Boston 
James  A.  Garfield,  Hyde  Park 
Wyman,  Roxbury 

William  Ellery  Channing,  Hyde  Park 
Charlestown  High  School,  Charlestown 
Edmund  P.  Tileston,  Hyde  Park 
Robert  Treat  Paine,  Dorchester 


James  J.  Storrow,  Brighton 
William  McKinley,  Brighton 
John  Greenleaf  Whittier,  Dorchester 
Henry  L.  Higginson,  Roxbury 
Harvard,  Charlestown 
Tyler-Quincy,  Dorchester 
Dillaway,  Dorchester 
William  Lloyd  Garrison,  Dorchester 
Lowell  Mason,  Hyde  Park 
James  J.  Chittick,  Hyde  Park 
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STONE  BOUNDS  DRILLED 


STREET  NAME  — DISTRICT  Number 

Spaulding  Street,  West  Roxbury 2 

McBride  Street,  West  Roxbury 1 

H Street,  South  Boston 21 

Potomac  Street,  West  Roxbury 1 

East  Third  Street,  South  Boston 16 

Thornton  Street,  Roxbury  9 

Savin  Hill  Avenue,  Dorchester 10 

Windermere  Road,  Dorchester 4 

Salcombe  Street,  Dorchester 1 

Oakridge  Street,  Dorchester 2 

Sumner  Street,  East  Boston  3 

Chelsea  Street,  East  Boston  4 

Prescott  Street,  East  Boston 3 

Jenkins  Street,  South  Boston 2 

London  Street,  East  Boston 2 

Mitchell  Street,  South  Boston 2 

Woodside  Avenue,  West  Roxbury 2 

Town  Street,  Hyde  Park 2 

Linden  Street,  Brighton 17 

Hill  Top  Street,  Dorchester 4 

Vallaro  Road,  Hyde  Park 11 

West  Sixth  Street,  South  Boston  2 


ENGINEERING  REPORTS 

(Due  to  complaints,  for  future  programming,  reconstruction,  and  other  public  works 

needs) 


Paragon  Road, 

West  Roxbury 

Glenley  Terrace 

Brighton 

Pingree  Street, 

Hyde  Park 

School  Street, 

West  Roxbury 

Haskell  Street, 

Brighton 

Coolidge  Street, 

Brighton 

Myrick  Street, 

Brighton 

Moreland  Street, 

West  Roxbury 

Devon  Street, 

Roxbury 

Hillock  Street, 

West  Roxbury 

Highland  Street, 

Hyde  Park 

Boynton  Street, 

West  Roxbury 

Conway  Street, 

Boston  Proper 

Garden  Street, 

Boston  Proper 

Monponset  Street, 

West  Roxbury 

Meadowbank  Road, 

Dorchester 

Delle  Avenue, 

Roxbury 

Tremont  Street, 

Boston  Proper 

Castle  Street, 

Boston  Proper 

East  Berkeley  Street, 

Boston  Proper 

Shawmut  Avenue, 

Boston  Proper 

Paul  Place, 

Boston  Proper 

Millicent  Way, 

Boston  Proper 

Rosemary  Street, 

West  Roxbury 

Norfolk  Street, 

Dorchester 

Woodmont  Street, 

Brighton 

Water  Street, 

Charlestown 

Mahler  Street, 

West  Roxbury 

Billerica  Street, 

Boston  Proper 
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SURVEY  FOR  POINTS  OF  CONSTRUCTION 

LENGTH 

STREET  — DISTRICT  IN  FEET 

Castle  Court, Boston  Proper 400 

Blackwell  Street,  Dorchester 500 

Tolman  Street,  Dorchester 500 

Bloomington  Street,  Dorchester 500 

Huntoon  Street,  Dorchester 1,500 

Van  Winkle  Street,  Dorchester 400 

McKone  Street,  Dorchester 700 

Grandville  Street,  Dorchester 800 

Bushnell  Street,  Dorchester  3,000 

Milton  Avenue,  Hyde  Park 1 ,500 

Stedman  Street,  West  Roxbury  200 

Dixwell  Street,  Dorchester 700 

Crowell  Street,  Dorchester 400 

Percival  Street,  Dorchester 1,100 

Charles  Street,  Dorchester 700 

Highland  Street,  Hyde  Park 1 , 100 

Gustin  Street,  South  Boston 400 

Marlborough  Street,  Boston  Proper 600 

Almont  Street,  Dorchester 2,800 

Mt.  Ida  Road,  Dorchester 900 

Templeton  Street,  Dorchester 2,100 

Springvale  Avenue,  West  Roxbury 200 

Emelia  Terrace,  West  Roxbury  450 

Safford  Street,  Hyde  Park  1,900 

Lasell  Street,  West  Roxbury 2,800 

Millicent  Way,  Boston  Proper 350 

Paul  Place,  Boston  Proper 400 

Downer  Avenue,  Dorchester  1,050 

Bardwell  Street,  Dorchester 560 

Whitman  Street,  Dorchester 785 

Waldeck  Street,  Dorchester 750 

Milton  Avenue,  Dorchester  1,450 

Maxwell  Street,  Dorchester 1,610 

Whitfield  Street,  Dorchester 1 ,900 

Edwin  Street,  Dorchester 1,180 

Mather  Street,  Dorchester 1 ,500 

Groveland  Street,  Dorchester 790 

Peacevale  Road,  Dorchester 800 

DeWolf  Street,  Dorchester 360 

Centre  Street,  West  Roxbury 3,675 

Monastery  Road,  Brighton 600 

Antrim  Street,  East  Boston 800 

Henry  Street,  East  Boston 300 

Winthrop  Street,  East  Boston 300 

Putnam  Street,  East  Boston 2,000 

Trenton  Street,  East  Boston 500 

Paris  Street,  East  Boston 800 

Saratoga  Street,  East  Boston  1 ,400 

Prescott  Street,  East  Boston 1,800 

Westbrook  Street,  East  Boston  580 

Breed  Street,  East  Boston 580 

Bennington  Street,  East  Boston 170 

Princeton  Street,  East  Boston 1 , 500 

Eagle  Street,  East  Boston 380 

Kirk  Street,  West  Roxbury 800 

Manning  Street,  West  Roxbury 700 

Dalrymple  Street,  West  Roxbury 1 ,200 

Hall  Street,  Dorchester 800 

Morris  Street,  East  Boston 1,400 

Adams  Terrace,  Dorchester 200 

Catherine  Street,  West  Roxbury 900 
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Danny  Road,  Hyde  Park 950 

Goldsmith  Street,  West  Roxbury 850 

Hewlett  Street,  West  Roxbury 1,400 

Monponset  Street,  Hyde  Park 650 

Roxton  Street,  Dorchester  1,300 

Zeller  Street,  West  Roxbury 600 

Nonquit  Street,  Dorchester 400 

Webster  Street,  East  Boston 1,800 

Capen  Street,  South  Boston 360 

Marion  Street,  East  Boston 1 ,500 

Belfort  Street,  Dorchester 100 

Haynes  Street,  East  Boston 1 ,200 

Pomfret  Street,  West  Roxbury 900 

Caldwell  Street,  Dorchester 800 

Town  Street,  Hyde  Park 500 

Thurston  Street,  East  Boston 1,200 

Boyden  Street,  Dorchester 300 

Clarkson  Street,  Dorchester 1,600 

Florida  Street,  Dorchester 740 

Granger  Street,  Dorchester 500 

Millet  Street,  Dorchester 2,400 

Virginia  Street,  Dorchester 1,300 

Williams  Avenue,  Hyde  Park 1,650 

Dorset  Street,  Dorchester 800 

MARKING  LINE  AND  GRADE 

LENGTH 

STREET  — DISTRICT  IN  FEET 

Blue  Hill  Avenue,  Dorchester 1 ,000 

Brook  Farm  Road,  West  Roxbury 2,000 

Lombard  Street,  Dorchester 700 

Radford  Lane,  Dorchester 500 

Moore  Street,  East  Boston 900 

Chaucer  Street,  East  Boston 700 

Beacon  Street,  Hyde  Park 3,000 

Border  Street,  East  Boston 500 

Canterbury  Street,  West  Roxbury 1,600 

Cass  Street,  West  Roxbury 300 

Columbia  Road,  Dorchester 400 

Canton  Street,  Boston  Proper 400 

Lyall  Street,  West  Roxbury 300 

Business  Street,  Hyde  Park 240 

East  Berkeley  Street,  Boston  Proper 300 

Herald  Street,  Boston  Proper 600 

Battery  Street,  Boston  Proper 200 

Blake  Street,  Hyde  Park 1,550 

Rowena  Street,  Dorchester 700 

Beale  Street,  Dorchester 700 

Ashmont  Street,  Dorchester 500 

Weyanoke  Street,  Dorchester 500 

Cowper  Street,  East  Boston 700 

State  Street,  Boston  Proper  400 

Highland  Street,  Hyde  Park 1,200 

Sewall  Street,  Roxbury 500 

Centre  Street,  West  Roxbury 400 

Harrison  Avenue,  Roxbury 550 

East  Newton  Street,  Boston  Proper 130 

Corey  Street,  West  Roxbury 500 

Keenan  Road,  Brighton 700 

Worley  Street,  West  Roxbury 800 

East  Fourth  Street,  South  Boston 120 

Tremont  Street,  South  Boston 300 

Shawmut  Avenue,  Boston  Proper 500 

Marion  Street,  East  Boston 800 
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RECORDS  SECTION 

The  Records  Section  is  responsible  for  filing  and  main- 
taining the  following  engineering  records  and  documents: 

(1)  Official  plans  showing  the  layout  and  established 
grade  of  public  ways. 

(2)  Plans  showing  any  changes  in  public  ways  such  as 
specific  repairs,  widenings,  relocations,  extensions,  and 
discontinuances. 

(3)  Eminent  domain  takings  for  public  purposes  and 
easements  for  utilities,  etc. 

(4)  Records  for  established  bench  marks  throughout  the 
city. 

During  the  past  fiscal  year  July  1,  1976,  to  June  30, 
1977,  we  have  furnished  such  information  to  over  3,000 
people  including  consulting  engineers,  surveyors,  ar- 
chitects, lawyers,  conveyancers,  and  to  the  general  public. 

We  check  all  Land  Court  plans  involving  public  ways  for 
conformity  to  city  street  line  and  keep  an  up-to-date  file  of 
Land  Court  decree  plans. 

We  appear  in  court  ta  answer  to  subpoenas  for  cases  in- 
volving public  ways. 

The  Records  Section  also  operates  and  maintains  both 
ozalid  equipment  for  making  blue  line  prints  for 
transparencies  and  microfilm  equipment  for  copying  any 
type  of  original. 

We  supply  these  copies  upon  request  to  every  depart- 
ment and  agency  of  the  City  of  Boston,  to  the  Com- 
monwealth of  Massachusetts,  and  to  all  public  transit  and 
utility  companies.  (See  table  following)  for  a complete 
report  of  copies  requested  and  produced. 

In  addition  to  the  above,  we  are  also  engaged  in  an 
ongoing  program  of  microfilming  all  of  our  plans  and 
documents  in  an  effort  to  preserve  the  original  material 
and  make  copies  more  easily  available.  During  the  past 
fiscal  year  we  have  made  approximately  8,000  microfilm 
cards.  We  have  also  typed  and  checked  approximately 
5,000  cards. 
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The  work  of  the  Reproduction  Unit  from  July  1,  1976, 
to  June  30,  1977,  was  as  follows: 


Department 

Ozalid 

Sepia 

Microfilm 

Cards 

Microfilm 

Prints 

Engineering  

4,189 

138 

5,882 

827 

Highway 

711 

78 

112 

320 

Sewer 

805 

39 

186 

211 

Sanitary 

147 

16 

63 

108 

Water  

1,755 

66 

271 

292 

Street  Lighting 

1,989 

652 

122 

302 

Traffic 

82 

18 

41 

68 

Parks  and  Recreation 

71 

19 

38 

62 

Law 

155 

7 

137 

179 

Building  

186 

22 

508 

640 

Housing  Inspection 

8.1 

31 

14 

36 

Rent  Control  

41 

5 

37 

54 

Public  Improvement  Commission 

33 

5 

10 

Assessing 

27 

9 

124 

192 

Real  Property 

341 

16 

111 

145 

Public  Facilities 

109 

3 

21 

38 

Office  of  Cultural  Affairs 

108 

32 

84 

Office  of  Public  Service 

34 

2 

28 

38 

Administrative  Services  

41 

15 

28 

Election 

102 

14 

9 

16 

E.D.I.C 

242 

28 

60 

148 

Penal 

16 

8 

10 

Auditor 

8 

21 

34 

Elderly  Commission  (M.O.B.) 

22 

4 

12 

Conservation  Commission 

18 

14 

22 

City  Council 

43 

31 

54 

City  Clerk 

62 

18 

30 

Boston  Police 

14 

23 

28 

Fire 

9 

3 

12 

20 

BRA  

128 

15 

40 

54 

CETA 

16 

10 

24 

State  DPW 

44 

8 

9 

14 

MDC 

28 

9 

18 

26 

Boston  Edison 

288 

17 

24 

Boston  Gas 

15 

NET&T  Co 

22 

6 

6 

Totals 

11,982 

1,212 

8,047 

4,150 
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Planning  and  Programming  Section 

The  basic  function  of  this  section  is  to  originate  pro- 
grams, review  plans,  and  make  reports  relative  to  Public 
Works  Department  items.  Coordinating  the  Public  Works 
program  for  this  fiscal  year  with  the  Office  of  Program 
and  Development  (Mayor’s  Office)  was  made  possible  by 
the  close  association  of  the  junior  civil  engineer  of  this  sec- 
tion with  the  staff  of  the  Mayor’s  Office. 

The  preparation  of  two,  surface-coating  programs  for 
the  Highway  Division  and  the  review  of  all  sidewalk 
patching  locations,  along  with  the  programming  of  chapter 
765  projects  (formerly  chapter  90)  was  completed. 

Review  and  analysis  of  public  works  aspects  of  several 
major  projects  was  also  undertaken  this  year.  For  exam- 
ple, a great  deal  of  time  was  spent  in  reviewing  the  impact 
of  the  proposed  “Masco”  total  energy  plant.  This  included 
the  proposed  locations  of  electrical  underground  systems, 
which  are  to  be  used  for  generating  energy  to  service 
hospitals  and  related  buildings  in  the  area.  Reviews  of  all 
Boston  Redevelopment  Authority  highway  construction 
and  Public  Improvement  Commission  plans  was  ac- 
complished by  this  section. 

tory.  Also,  we  reviewed  and  updated  the  Commonwealth 
of  Massachusetts  Computerized  Road  Inventory  data 
which  the  state  had  requested  the  department  to  do  so  that 
they  would  have  the  very  latest  information  on  all  public 
and  private  streets. 

Although  the  building  construction  program  was  slowed 
down  by  the  economy.  This  section  did  review  for  sewer, 
water,  and  grades,  approximately  fifty  plot  plans  of  new 
building  construction. 

An  Edison  Company  layout  of  a proposed  electrical 
duct  system  tcj  be  constructed  in  five  miles  of  the  city 
streets  was  carefully  calculated  and  commented  upon  in 
detail  as  to  its  feasibility.  This  is  a procedure  this  section 
follows  for  reviewing  proposed  major  utility  company  in- 
stallations so  that  we  can  forestall  finalization  of  their  pro- 
posals prematurely. 

Driveway  opening  plans  were  also  checked  for  location 
types  and  widths.  This  subject  is  elaborated  on  in  the  front 
section  of  this  report. 

Engineering  reports  were  prepared  in  order  to  provide 
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the  Public  Improvement  Commission  with  the  necessary 
engineering  information  relative  to  petitions  so  that  they 
would  be  better  able  to  make  logical  decisions  relative  to 
the  type  of  action  they  should  take  on  these  petitions. 

Design  Section 

The  Design  Section,  under  the  supervision  of  the 
associate  civil  engineer  originated  the  following  work  in 
this  twelve-month  period. 

Plans,  profiles,  estimates,  specifications,  and  contract 
documents  needed  for  planned  construction  or  reconstruc- 
tion of  highways,  footways,  and  sewer,  water,  and  lighting 
facilities. 

Cloth  tracings  for  new  street  layouts,  specific  repairs, 
widenings,  discontinuances,  easements,  assessments,  and 
specific  repair  plans  for  various  departments  all  as  required 
for  recording  in  the  Registry  of  Deeds. 

Assessment  plans  and  other  plans,  maps,  and  charts  re- 
quired for  general  purposes  in  the  operation  of  the  depart- 
ment. 

Reviewed  plans  and  consulted  with  various  agencies 
such  as  BRA,  MBTA,  Mass.  DPW,  MDC,  and  others  in 
matters  concerning  proposed  sewer,  water,  or  highway 
projects  that  affect  the  City  of  Boston. 

A detailed  breakdown  of  the  work  done  by  the  design 
section  included  the  following: 

Completion  of  200  construction  and  reconstruction 
plans  for  highway  and  lighting  projects. 

The  design  drawing  and  tracing  of  four  sewer  projects 
and  twelve  water  works  projects; 

Twelve  street  grades  designed; 

Twenty-one  tracings  of  street-layout  plans; 

Four  streets  having  inadequate  drainage  were  studied 
and  redesigned; 

Sixteen  engineering  studies  and  estimates  were  furnished 
in  connection  with  proposed  sewer  and  water  works; 

Four  sewerage  works  reports  prepared  for  approval  for 
the  MDC; 

Eight  tracings  for  sewer  easements  and  assessments; 

Sixty-five  tracings  for  miscellaneous  sidewalk  and  street 
assessment  plans,  discontinuances  and  land  plans; 

One  hundred  and  twenty  cost  estimates  were  furnished 
in  connection  with  proposed  construction,  reconstruction. 
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and  lighting  projects. 

Reviewed  plans  for  five  BRA  areas  for  sewer,  water 
works,  and  highway  reconstruction,  namely  South  End, 
South  Cove,  Waterfront,  Charlestown,  and  Fenway. 

This  section  also  reviewed  plans  for  various  projects 
such  as  Urban  Systems,  CDBG,  and  chapter  90; 

Reviewed  seventy-five  traffic  studies  for  the  Boston 
Traffic  and  Parking  Department; 

Submitted  four  environmental  impact  statements  in 
compliance  with  regulations  of  the  Environmental  Protec- 
tion Agency. 

Following  is  a detailed  listing  of  contract  groups 
prepared  and  advertised  with  the  contract  grouping  listing 
each  individual  street. 


HIGHWAY  RECONSTRUCTION 
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HIGHWAY  DIVISION 


The  activities  of  the  various  sections  of  the  Highway 
Division  from  July  1,  1976,  to  June  30,  1977,  were  as 
follows: 


Construction  Section 

(Including  Lighting) 

Supervised  the  reconstruction  of  forty-four  streets  and 
the  installation  of  street  lighting  in  thirty-eight  streets  for  a 
total  cost  of  $4,442,722.73. 

Maintenance  Section 

Supervised  the  following:  Six  contracts  for  repairs  to 
roadways  in  all  areas  of  the  city,  amounting  to 
$969,941.25;  six  contracts  for  repairs,  to  sidewalks  in  all 
areas  of  the  city  amounting  to  $669,777;  five  contracts  for 
asphalt  resurfacing  in  all  areas  of  the  city  amounting  to 
$531,889. 

The  ten  district  yards  performed  sidewalk  and  roadway 
repairs,  street  cleaning,  snow  removal,  plowing  and  sand- 
ing operations,  and  supervised  the  work  performed  under 
ten,  street-cleaning  contracts  for  an  amount  of  $447,232. 

Clerical  Section 

Prepared  all  estimates  for  payment  for  street  construc- 
tion and  reconstruction  work,  roadway  and  sidewalk 
repairs,  and  all  estimates  and  bill  relating  to  snow-removal 
work;  processed  all  correspondence  relating  to  Highway 
Division  matters;  prepared  various  types  of  contracts;  pro- 
cessed all  street-cleaning  estimates  for  payment;  processed 
all  complaints  receievd  by  telephone,  letter,  and  personal 
visits  from  abutters  and  residents  pertaining  to  sidewalks, 
roadways,  street  cleaning,  bridge  defects,  and  snow- 
removal  problems;  maintained  files  and  records  on  all 
Highway  Division  activities. 

Lighting  Section 

This  section  ordered  the  installation  of  331, 
7,000-lumen,  mercury  vapor  lamps;  589,  1 1 ,0(X)-lumen, 
mercury  vapor  lamps;  5,  15,000-lumen,  mercury  vapor 
lamps;  11,  20,000-lumen,  mercury  vapor  lamps;  and  25, 
35,(X)0-lumen,  mercury  vapor  lamps. 
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Snow  Removal 

During  1976  and  1977,  snow-removal  operations  con- 
tractors were  hired  thirteen  times  to  supplement  city  equip- 
ment. The  city  equipment  was  used  nineteen  times  during 
1976-1977  for  plowing  and/or  salting.  The  total  amount 
expended  for  snow-removal  work  during  1976-1977  by  the 
Public  Works  Department  was  $2,946,550. 

SANITARY  DIVISION 

The  following  is  a report  of  the  activities  and  ac- 
complishments of  the  Sanitary  Division  during  the  period 
July  1,  1976,  to  June  30,  1977. 

Administrative  Section 

Program  1 — Administration 

The  Administrative  Section  supervises  and  oversees  the 
various  functions  and  operations  of  the  division;  the 
preparation  of  all  contracts;  the  processing  of  payments; 
the  processing  of  reports,  correspondence,  and  complaints 
(complaints  were  written,  telephoned,  and  in  person);  the 
compilation  of  inspector’s  reports  and  daily  reports  on  the 
Collection  Section  and  various  disposal  sites  perfor- 
mances; investigation  and  processing  of  applications  for 
permits  for  the  transportation  of  refuse;  the  preparation  of 
the  budget;  and  the  supervision  of  the  Snow  Emergency 
Center. 


Collection  Section 

Program  2 — Refuse  Collection  Contracts 
The  city  exercised  its  second  option  in  accordance  with 
Article  14  of  the  publicly  advertised,  refuse  collection  con- 
tracts which  provided  for  renewal  contracts  effective  July 
1,  1976,  to  June  30,  1977.  Contracts  were  renewed  with  the 
same  refuse  collection  contractors.  Under  these  contracts 
the  city  absorbed  75  percent  of  $1.05  cents-per-hour  wage 
increase  granted  to  the  contractors’  drivers  and  helpers 
over  their  average  wage  rate  during  the  first  year  of  the 
contract  starting  July  1,1974.  This  increased  payment  to 
the  contractors  cost  approximately  $256,300  for  the  year. 
The  total  expenditure  for  the  fiscal  year  ending  June  30, 
1977,  amounted  to  $5,500,116.  A total  of  299,841  tons  of 
refuse  was  collected  during  the  year. 
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Program  3 — Lot  Cleaning 

The  lot-cleaning  program  has  been  in  operation  since 
1967.  It  is  responsible  for  the  cleaning  of  vacant  lots 
throughout  the  city.  All  littered  vacant  lots  in  the  city  were 
cleaned  at  least  once  and  many  lots  were  cleaned  several 
times  during  the  year  for  a total  of  2,307  lots.  Approx- 
imately 7,263  tons  of  debris  were  removed  from  these  lots 
during  the  period  of  this  report. 

Program  4 — Alley  Cleaning 

The  alley-cleaning  program  in  the  South  End  and  lower 
Roxbury  district  was  continued  during  the  year  and  has  the 
responsibility  for  keeping  the  littering  of  these  alleys  within 
reasonable  bounds.  Approximately  5,710  tons  of  debris 
and  garbage  were  removed  from  the  alleys  during  the  year. 

Program  5 — Litter  Baskets 

Seven  hundred  and  seventy-five,  pole-type  baskets  were 
located  throughout  the  city  principally  where  there  are 
heavy  accumulations  of  pedestrian  litter,  also  300  concrete 
sidewalk  receptacles  were  placed  on  various  locations  in 
Boston  Proper.  These  containers  are  placed  and  main- 
tained by  a private  company  at  no  cost  to  the  city.  This 
department  has  agreed  to  have  the  Sanitary  Division  litter 
basket  crew  empty  these  receptacles  which  are  located  on 
the  daily,  pole  basket  route.  All  pole  baskets  are  emptied 
by  the  refuse  collection  contractors  Monday,  except  in  the 
Boston  Proper  district,  where  they  were  emptied  on  the 
regular  collection  days.  The  litter  basket  detail  emptied 
every  basket  daily,  Tuesday  through  Saturday. 

Program  6 — Market  Cleaning 

The  division  provides  two,  packer-type  trucks  on 
Fridays  and  Saturdays  servicing  pushcart  peddlers  and 
storekeepers  in  the  Market  area  in  the  vicinity  of 
Blackstone  Street.  The  closing  of  the  South  Bay  in- 
cinerator, in  September  of  1975,  caused  the  changing  of  a 
disposal  location  for  the  rubbish  and  garbage  collected  in 
this  operation  to  Gardner  Street  landfill,  however,  in  com- 
pliance with  the  department’s  current  phase-out  policy  of 
this  site,  disposal  of  this  refuse  was  moved  as  of  November 
1,  1976,  to  a facility  under  contract,  operated  by  S.C.A. 
Disposal  Services  of  New  England,  Inc.  A total  of  approx- 
imately 530  tons  of  refuse  was  collected  and  disposed,  of 
this  amount  424  tons  was  disposed  of  at  S.C.A.  Disposal 
site  at  a cost  of  $6,103. 
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Program  7 — Abandoned  Vehicles 

The  removal  of  abandoned  vehicles  in  the  city  remained 
relatively  low.  Publicly  advertised  bidding  for  the  contract 
resulted  in  a low  bid  to  pay  the  city  $12.50  a vehicle.  Only 
sixteen  abandoned  vehicles  were  removed  by  contract  for 
an  income  of  $200.  However,  117  vehicles  were  removed 
from  the  street  by  others. 

Program  8 — Clean-Up  Campaign 

The  spring  Clean-Up  Campaign  was  conducted  in  the 
spring  of  1977.  The  liaison  between  the  department  and  the 
various  civic  groups  was  maintained  by  personnel  from  the 
Mayor’s  Office  of  Public  Service.  Tons  of  debris  (placed 
on  the  sidewalk  by  residents  conducting  basement,  attic, 
and  backyard  cleanouts)  were  removed  by  the  contractors 
and  by  the  division’s  labor  forces.  Ninety-five  containers, 
25-cubic-yard  capacity  or  larger  were  placed  in  various 
locations  designated  by  civic  organizations  for  use  in  the 
local  clean-up  efforts.  The  providing  and  servicing  of  these 
containers  was  done  under  contract  at  a cost  of  $6,460. 

Program  9 — Enforcement  and  Education 

The  uniformed  sanitation  inspectors  continued  enforc- 
ing the  anti-litter  oridnances  notifying  violators  of  im- 
proper rubbish  put  out,  insufficient  number  of  receptacles, 
etc.  As  a result,  4,538  violation  notices  were  issued  by  these 
inspectors;  of  these,  only  fifty-six  were  necessary  to  file  for 
court  action. 

The  efforts  of  these  inspectors  were  readily  evident  by 
the  reduction  of  litter  and  the  increase  in  the  number  of 
new  receptacles. 

This  uniformed  force  was  disbanded  in  January,  1977, 
due  to  lack  of  qualified  personnel  because  of  deaths  and 
retirements.  The  remaining  employees  were  reassigned  to 
the  collection  inspection  force.  However,  violations  were 
continued  to  be  issued  when  observed  and  forwarded  to 
the  Housing  Inspection  Department  when  further  action 
was  required. 

Program  10  — Gardner  Street  Sanitary  Landfill 

A total  of  188,671  tons  of  rubbish  was  received  and 
disposed  of  at  the  site  during  the  year.  In  compliance  with 
state  law  concerning  proper  covering  in  operating  a landfill 
a total  of  254,254.8  tons  of  cover  material  was  purchased 
under  contract  and  used  in  the  operation  of  the  disposal 
site  for  the  year. 
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Program  11  — Outside  Disposal 

The  city  exercised  its  option  in  accordance  with  Article 
24B  of  the  publicly  advertised  Disposal  of  Refuse  from 
Various  Districts  of  Boston  contracts,  which  provided  for 
renewal  contracts  effective  July  1,  1976,  to  June  30,  1977. 
Contracts  were  renewed  with  S.C.A.  Disposal  Services  of 
New  England,  Inc.,  140  Brookline  Avenue,  Boston,  Mass., 
to  dispose  of  refuse  from  Districts  lA,  Charlestown;  IB, 
Boston  Proper;  5,  South  Boston.  A total  of  94,080.8  tons 
of  refuse  was  disposed  of  under  this  contract  at  a cost  of 
$1,354,764;  and  a contract  to  Refuse  Energy  Systems 
Company,  100  Salem  Turnpike,  Saugus,  Mass.,  to  dispose 
of  refuse  from  Districts  9,  East  Boston;  and  10,  Roxbury. 
A total  of  59,995.2  tons  of  refuse  was  disposed  of  under 
this  contract  at  a cost  of  $851,932. 

Snow  Removal 

The  Snow  Emergency  Center  finished  its  fifteenth 
season  of  operation  at  the  Communications  Center, 
located  in  Room  113,  City  Hall,  during  the  winter  of 
1976-77  under  the  direction  of  the  Sanitary  Division 
Engineer.  The  Sanitary  Division  supplied  personnel  that 
were  the  backbone  of  this  operation.  On  one  occasion  the 
center  was  activated  in  August  of  this  year  during  a pend- 
ing hurricane  watch.  During  this  year’s  snow  season,  six- 
teen storms  required  action,  four  of  which  required  the  ac- 
tivating of  the  Emergency  Center,  during  which  time  over 
5,000  telephone  calls  were  received,  requesting  some  sort 
of  assistance  or  information,  from  the  residents  and 
others  in  the  city. 
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TABLE  7 

PAYMENTS  TO  REFUSE  COLLECTION  CONTRACTORS 
July  1,  1976  to  June  30,  1977 


District 


Contractor 


Amount 

Paid 


lA 

IB 

2 

3 

4 

5 

6 

7 

8 
9 

10 


Charlestown 
Boston  Proper 
Jamaica  Plain 
Dorchester  North 
Brighton 
South  Boston 
West  Roxbury 
Dorchester  South 
Hyde  Park 
East  Boston 
Roxbury 

Total 


Waste  Control  Incorporated 

Sanitas  Waste  Disposal  of  Mass.,  Inc , . . 

Joseph  Amara  & Sons,  Inc 

S.C.  A.  Disposal  Services  of  New  England,  Inc. 
S.C.A.  Disposal  Services  of  New  England,  Inc. 
S.C.  A.  Disposal  Services  of  New  England,  Inc. 
S.C.A.  Disposal  Services  of  New  England,  Inc. 

United  Contracting  Co.,  Inc.  of  Boston 

Omega  Systems,  Inc 

Browning-Ferris  Industries,  Inc 

Browning-Ferris  Industries,  Inc 


$100,053 

634,865 

375,872 

649,019 

603,122 

259,350 

489,038 

721,354 

396,797 

359,390 

911,256 

$5,500,116 


TABLE  8 

SUNDRY  PAYMENTS 

PAYMENTS  FOR  COVER  MATERIAL  FOR  GARDNER  STREET 
SANITARY  LANDFILL 

West  Roxbury  Crushed  Stone 

254,254  tons  at  $2.84  a ton $722,083 

$722,083 

PAYMENTS  FOR  DISPOSAL  OF  REFUSE  FROM  VARIOUS  DISTRICTS 
OF  BOSTON 

Refuse  Energy  Systems  Co. 

59,995  tons  at  $14.20  a ton $251,932 

S.C.A.  Disposal  Services  of  New  England,  Inc. 

94,081  tons  at  $14.40  a ton 1,354,764 

$2,206,696 

PAYMENTS  RECEIVED  FOR  REMOVAL  OF  ABANDONED  AUTOMOBILES 
Academy  Towing  and  Storage,  Inc. 

16  cars  at  $12.50  a car $200 

200 


Disposal  Contract  Total $2,928,979 


Collection  and  Disposal  Contracts,  Grand  Total 


$8,428,895 
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TABLE  9 
EXPENDITURES 


Pa>-ments  to  refuse  coUeaion  contractors 55,500.116 

Pa>"ments  for  cover  material  for  Gardner  Street  landfill 722.083 

Pa>Tnents  for  disposal  of  refuse  from  various  distrias  of 
Boston 2.206.6% 


Total  collection  and  disposal  contract  pavments 58,428,895 

PavToll  Totals: 

Administrative  and  General  Services 565,326 

Collection  Section 1,074,08^ 

Gardner  Street  landfill 126.903 

Ovenime  PavTolls 86,061 


Total  PavToUs 51,352,377 

Repairing  and  refinishing  pole  litter  baskets 53,600 

Landfill  operation  costs  (other  than  labor  and  cover 

material) 14.271 

Supplies  and  materials  (other) 8,004 

Rental  of  refuse  containers  and  other  costs  for  community 

clean-up 5,814 

Miscellaneous  (advenising.  engineering  services,  travel 
reimbursement,  etc.) 1,95"  33,646 


Grand  Total  Expenditures 59,814,918 


TABLE  10 

COLLECTION  AND  DISPOSAL  COSTS 

Refuse  Collection 

299,841  tons,  519,61  a ton 


Collection  contracts 55,500,116 

Supervision  377,510 

Miscellaneous  expenditures 3.349 


55,880,975 


Refuse  Disposal 
Outside  Disposal  Sites 

Refuse  Energy  Systems  Co.  contract  514.20  a ton 

S.C.A.  Disposal  Services  of  New  England,  Inc. 

contract  514.40  a ton 

Saniiarv  Landfill 

188,6"!  tons.  54.5"  a ton 

Payroll 5126,903 

Cover  material  — gravel "22,083 

Landfill  operation  cost 14.2"  1 


5863.25" 
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SEWER  DIVISION 

The  Sewer  Division  is  comprised  of  three  sections:  Ad- 
ministrative, Maintenance,  and  Construction,  under  the 
direction  of  a division  engineer. 

The  Administrative  Section,  under  the  direction  of  an 
administrative  assistant,  is  responsible  for  the  preparation 
of  budgetary  requirements;  maintenance  of  personnel  time 
records;  presentation  of  receiving  notices  and  warrants  for 
service  orders  and  purchase  requisitions  to  the  Central  Of- 
fice of  the  department  for  processing;  all  correspondence 
received  in,  and  emanating  from,  the  Sewer  Division;  proc- 
essing of  estimates  for  payment  for  work  performed  under 
contracts;  keeping  records  pertaining  to  the  Sewerage 
Works  Loan  Account;  furnishing  information  relative  to 
department  policy  as  determined  by  directives,  orders,  and 
ordinances;  and  preparing  and  processing  the  necessary 
forms  relating  to  abatement  of  sewer  use  charges. 

The  Maintenance  Section,  under  the  direction  of  an 
associate  civil  engineer,  is  responsible  for  the  cleaning  of 
catch  basins,  drop  inlets,  sewers,  and  sewer  appurtenances; 
answering  and  investigating  complaints  relating  to  sewer- 
age works;  maintaining  and  repairing  sewers  and  catch 
basins;  inspecting  the  laying  of  drains;  the  operation  and 
maintenance  of  sewage  pumping  stations  and  the  sewage 
disposal  plant;  recording  and  maintaining  records  of  com- 
plaints from  the  general  public  relating  to  the  operation  of 
the  sewerage  works  system;  recording  sewer  inspections; 
keeping  record  plans  of  the  entire  sewerage  works  system; 
and  furnishing  information  to  the  general  public  relative  to 
sewerage  works. 

The  Construction  Section,  under  the  direction  of  an 
associate  civil  engineer,  is  responsible  for  the  entire  con- 
struction operations  of  sewerage  works  built  or  rebuilt 
under  contract,  from  the  field  layouts  through  the  final  in- 
spections; preparation  of  estimates  for  payment  for  all 
work  performed  under  sewerage  works  contracts;  and  fur- 
nishing record  plans  of  new  sewerage  works  or  changes  in 
existing  sewerage  works  to  the  Maintenance  Section  for  the 
purpose  of  updating  its  sectional  plans. 

During  this  period,  the  Sewer  Division  was  involved  in 
many  and  various  projects,  including  the  following: 

Following  the  United  States  Environmental  Protection 
Agency’s  consultant  selection  procedure,  the  Sewer  Divi- 
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sion  engaged  Camp,  Dresser  & McKee,  Inc.  to  prepare 
final  plans  and  specifications  for  major  sewer  projects 
totaling  $58  million.  These  projects  are  required  by  the 
E.P.A.,  under  the  terms  of  the  city’s  NPDES  permit,  and 
are  eligible  for  75  percent  federal  and  15  percent  state 
grants.  They  include  replacements  of  the  following:  Main 
intercepting  sewer,  east  side  intercepting  sewer  (north  and 
south  branches),  and  the  Mt.  Vernon  Street  sewer. 

The  division  also: 

Cooperated  with  Northeastern  University  and  with 
Energy  & Environmental  Analysis,  Inc.  in  an 
E.P.A.-funded,  demonstration  project  to  study  methods 
for  combined  sewer  overflow  abatement. 

Applied  to  the  United  States  Environmental  Protection 
Agency  and  the  Massachusetts  Division  of  Water  Pollution 
Control  for  renewal  of  the  National  Pollutant  Discharge 
Elimination  System  Permit  (NPDES)  which  expired  June 
30,  1977.  This  permit  covers  125  overflow  locations. 

Engaged  the  Arnold  Greene  Testing  Laboratories,  Inc. 
to  perform  the  testing  of  the  intermittent  discharges  at  the 
City  of  Boston’s  Moon  Island  facility,  as  required  by  the 
NPDES  permit. 

Concluded  an  agreement  with  the  Metropolitan  District 
Commission  regarding  the  cleaning  of  the  Dorchester 
intercepting  sewer. 

Furnished  information  and  advice  to  Boston  Gas  Com- 
pany, the  Boston  Edison  Company,  the  New  England  Tele- 
phone Company,  and  others  relative  to  planned  expansion 
of  or  changes  in  their  underground  utilities. 

Furnished  a technical  advisor  to  assist  the  City  of 
Boston’s  representative  to  the  Boston  Harbor  Citizens  Ad- 
visory Committee. 

Cooperated  with  the  Boston  Redevelopment  Authority 
in  submitting  eligible  BRA  sewer  projects  for  federal  and 
state  construction  grants. 

Cooperated  with  C.  E.  Maguire,  Inc.,  the  Metropolitan 
District  Commission,  the  Parks  and  Recreation  Depart- 
ment, and  the  Massachusetts  Division  of  Water  Pollution 
Control  in  the  Back  Bay  Fens  sludge-degritting  and  aera- 
tion R&D  project. 

Under  the  existing  agreement  between  the  City  of 
Boston  and  the  Metropolitan  District  Commission  for  the 
rehabilitation  or  replacement  of  tide  gates  in  the  City  of 
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Boston  drainage  system  tributary  to  the  MDC  sewerage 
system,  the  Sewer  Division  is  actively  cooperating  in  the 
prosecution  of  this  program. 

WATER  DIVISION 

The  following  report  concerning  the  activities  of  the 
Water  Division  of  the  Public  Works  Department,  including 
its  operations,  statistics,  receipts,  and  expenditures  for  the 
fiscal  year  ending  June  30,  1977,  is  respectfully  submitted. 

All  pipes  and  appurtenances  for  suppying  potable  water 
to  the  city  are  under  the  control,  care,  and  maintenance  of 
this  division.  Also,  provided  by  the  Water  Division  is  the 
water  to  the  two,  high-pressure,  pumping  stations  operated 
by  the  Fire  Department  for  fire  protection  in  the  central 
business  section  of  the  city.  The  Metropolitan  District 
Commission  supplies  water  to  the  Boston  city  line  and 
charges  $240  per  million  gallons  of  water  sold  to  its 
members.  Boston  requirements  for  water  from  July  1, 
1976,  to  June  30,  1977,  was  150,381,600  gallons  of  water 
per  day  or  236  gallons  per  capita. 

The  City  of  Boston  water  rates  increased  as  of  May  1 , 
1976,  from  $5  to  $7.65,  per  thousand  cubic  feet,  for  the 
basic  rate,  an  increase  of  53  percent. 

Administrative  Section 

All  of  the  important  clerical  and  administrative  func- 
tions of  the  Water  Division  are  performed  by  the  Adminis- 
trative Section.  This  section  assists  the  division  engineer  in 
the  preparation  of  annual  budget  estimates  and  requests, 
prepares  overtime  authorizations,  and  furnishes  informa- 
tion to  the  public  regarding  this  division's  activities  and 
regulations.  The  Administrative  Section  is  currently  staffed 
by  one  principal  clerk-stenographer;  one  principal  clerk- 
typist;  and  one  senior  clerk-typist.  The  addition  of  an  ad- 
ministrative assistant  and  one  head  clerk  is  needed  to 
properly  maintain  statistical  records  required  by  various 
governmental  agencies. 

Construction  Section 

The  Construction  Section  is  presently  supervised  by  one 
assistant  civil  engineer  and  one  junior  civil  engineer,  and 
assisted  by  six  water  service  inspectors.  This  section  super- 
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vises  all  major  water  main  construction  work.  This  in- 
cludes laying  and  relaying  of  main  pipe,  replacing  defective 
hydrants  and  gates,  and  replacing  old  service  pipes.  Con- 
struction work  by  state  and  federal  agencies  and  the 
Boston  Redevelopment  Authority  is  also  supervised  by  this 
section. 

From  July  1,  1976,  to  June  30,  1977,  a total  of  48,736 
linear  feet  of  main  pipe  was  laid  or  relaid,  varying  the  size 
from  4-inch  to  16-inch. 

The  services  of  one  principal  civil  engineer  and  one  assis- 
tant civil  engineer,  and  three  additional  water  service  in- 
spectors should  be  the  required  number  of  personnel  to 
supervise  all  the  phases  of  water  work  construction. 

The  areas  in  which  main  pipes  were  laid  or  relaid  are 
subdivided  in  districts  as  follows: 

Extension  Relaid  Abandoned 

Linear  Feet  Linear  Feet  Linear  Feet 


Area  I 

Roxbury 0 2,505  0 

East  Boston 0 3,587  0 

City  Proper 0 6,594.5  0 

Area  II 

West  Roxbury 0 10,910  0 

Area  III 

Dorchester 0 21,090  0 

South  Boston  0 4,049.5  0 


System  relaid  9.23  miles,  established  117  new  hydrants 
and  abandoned  111  hydrants  for  an  increase  of  six 
hydrants.  The  Water  Division  replaces  100  or  more,  old 
and/or  defective  hydrants,  under  contract,  each  year. 

From  July  1,  1976,  to  June  30,  1977,  a total  of  54,245.5 
linear  feet  of  main  pipe  Was  cleaned  and  cement-lined, 
varying  in  size  from  12-inch  to  36-inch. 

The  areas  in  which  main  pipes  were  laid  or  relaid  are 
subdivided  in  districts  as  follows: 

Main  Pipe  Cleaned  and  Cement-Lined 

Area  I Area  II 

City  Proper 16,413.0  linear  feet  West  Roxbury 12,864  linear  feet 

Roxbury 18,7%. 5 linear  feet  Brighton 6,172  linear  feet 

Engineering  Section 

The  Engineering  Section  of  the  Water  Division  is 
responsible  for  supplying  the  public  with  information 
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regarding  all  phases  of  water  supply,  including  hydraulic 
problems,  main  pipe,  and  service  pipe  locations,  process- 
ing applications  for  new  or  enlarged  domestic  and  fire  ser- 
vices, as  well  as  keeping  official  records  of  all  water  work 
construction. 

During  the  year  1976-77,  an  intense  program  of  up- 
dating all  Water  Division  plans  was  initiated  by  the  super- 
vising junior  civil  engineer.  This  work  consisted  of  field 
surveys  and  redrafting  of  as-built  drawings  of  all  major 
and  minor  water  works  construction. 

A contract  to  reproduce  all  the  sectional  plans  of  the 
Water  Division  on  mylar  sheets  was  awarded. 

This  section  was  responsible  for  the  execution  of  all  con- 
tract payments  for  services  provided  by  others  to  the 
Maintenance  Section  of  the  Water  Division. 

During  the  past  year,  the  section  processed  160  new 
domestic  service  pipe  applications  and  thirty-seven  new 
fire  pipe  applications;  received  twenty-two  fire-flow  tests 
deposits;  171  meter  tests  deposits;  ninety-one  excavation 
deposits;  and  granted  568  hydrant  permits  for  a total  in- 
come of  $36,256.36. 

Presently,  the  Engineering  Section  consists  of  one  junior 
civil  engineer,  three  senior  engineering  aids,  and  one  prin- 
cipal clerk- typist.  A position  of  senior  civil  engineer  should 
be  established  to  complete  the  Engineering  Section. 

Maintenance  Section 

The  Maintenance  Section  is  presently  under  the  supervi- 
sion of  a senior  civil  engineer  and  with  the  aid  of  personnel 
of  the  Engineering  Section  assisted  in  supplying  official  inr 
formation  regarding  ail  hydraulic  and  emergency  repair 
problems  received  from  the  general  public  and  governmen- 
tal agencies;  supplying  main  pipe  and  service  pipe  loca- 
tions; maintaining  official  records  of  all  work  performed 
in  the  maintenance  of  the  water  distribution  system;  main- 
taining official  plans  and  pressure  recording  charts  of  the 
entire  system;  and  generally  supervising  the  three  Water 
Division  area  yards.  Shops  and  twenty-four-hour 
Emergency  Crews. 

Area  Yards 

Area  I — 400  Frontage  Road,  Public  Works 

Services:  Maintenance  Building. 
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Area  II 
Services: 

Area  III 
Services: 


Charlestown,  North  and  West  Ends, 
Back  Bay,  East  Boston,  Roxbury,  and 
City  Proper. 

— 327  Forest  Hills  Street,  Jamaica  Plain. 
Jamaica  Plain,  West  Roxbury,  Hyde 
Park,  and  Brighton. 

— 174  West  Second  Street,  South  Boston. 
Dorchester  and  South  Boston. 


These  area  yards  are  responsible  for  the  repair  and 
maintenance  of  main  pipes,  service  and  fire  pipes, 
hydrants,  gates,  and  for  providing  general  and  emergency 
service  to  the  public  in  their  respective  areas. 

During  the  year  1976-77,  these  yard  forces  completed 
142  main  pipe  repairs  and  over  2,680  service  pipe  repairs. 

The  area  yards  were  assisted  by  three  area  contractors. 
The  contractual  work  consisted  of  excavating  and  backfill- 
ing to  allow  Water  Division  employees  to  repair  water 
leaks,  lay  or  relay  water  services,  change  hydrants,  and 
repair  or  replace  defective  water  appurtenances. 

During  the  summer  months,  these  maintenance  crews 
were  often  required  to  assist  in  shutting  down  illegally 
opened  fire  hydrants,  thereby  disrupting  the  regular 
maintenance  operations. 

The  twenty-four-hour  emergency  service  located  at  174 
West  Second  Street,  South  Boston,  provides  service  for  the 
general  public  on  a twenty-four-hour,  seven-day-week 
basis.  Its  operation  is  essential  in  maintaining  a safe  and  ef- 
ficient distribution  system  and  good  public  relations. 

These  crews  respond  to  all  emergency  main  line  breaks 
and  all  three-alarm  fires,  along  with  routine  investigations, 
main  pipe  flushings,  and  main  gate  operations. 

A severe  winter  placed  an  additional  burden  on  the 
Maintenance  Section  during  the  1976-77  winter.  A deep 
freeze,  with  frost  penetration  exceeding  4 feet  in  many 
locations,  complicated  the  necessary  excavations  for 
repairs  to  water  mains.  At  least  fourteen  to  sixteen  hours 
per  day  were  required  of  contract  welders,  city  welders, 
and  plumbers  equipped  with  400-amperage,  welding 
machines  and  steaming  equipment  to  thaw  out  over  500 
frozen  service  pipes. 

Additionally,  several  exposed  and  dead-end,  water 
mains  ranging  from  8-inch  diameter  to  12-inch  diameter 
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were  frozen  as  they  passed  over  bridges.  Over  1,700  feet  of 
8-inch,  high-service,  steel  water  pipe  feeding  Charlestown, 
froze  and  broke  free  from  the  bridge  supports.  A tem- 
porary 6-inch  water  line  was  immediately  installed  under 
severe  winter  conditions  until  permament  repairs  could  be 
made.  High-service  water  supply  was  restored  to 
Charlestown  in  March. 

Maintenance  Shops 

The  Maintenance  Shops  consist  of  the  Machine  Shop 
and  Meter  Shop. 

The  Machine  Shop  handles  all  drilling  of  services  in  the 
main  yard  and  assists  in  case  of  emergency  in  the  area 
yards.  This  shop  repairs  defective  hydrants,  defective  gates 
(if  possible,  in  the  ground),  and  rebuilds  corporation,  tap- 
ping, and  high-pressure  gates.  They  also  rebuild  all  pump- 
ing equipment,  paving  breakers,  and  other  water  ap- 
purtenances particular  to  the  Boston  water  system. 

Along  with  this  work,  the  Machine  Shop  renders 
assistance  to  other  branches  of  the  Public  Works  Depart- 
ment, as  well  as  other  agencies  of  the  city. 

The  Meter  Shop  installed  over  5,380  new  meters  in  the 
past  year  with  emphasis  being  placed  on  a program  for 
replacement  of  larger  meters  servicing  the  consumers  using 
the  greatest  volume  of  water. 

The  Meter  Shop  also  repairs  and  tests  water  meters, 
changes  worn  and  defective  meters,  and  maintains  records 
of  all  sizes  and  types  of  meters  in  and  out  of  service. 

A meter  specialist  firm  was  awarded  a contract  to  field 
test,  and,  if  necessary,  rebuild  many  large  industrial  meters 
in  the  field. 

The  Maintenance  Section  of  this  division  should  be  sup- 
plemented by  the  addition  of  one  associate  civil  engineer 
and  two  junior  civil  engineers  to  meet  the  increasing 
demands  placed  on  public  water  supply  systems  by  new 
Environmental  Protection  Agency  regulations. 

The  following  is  a tabulation  of  all  services  provided  by  the 
Maintenance  Section. 


Main  pipe  repairs  142 

Service  pipe  repairs 2,684 

Fire  pipes  repaired 26 

Hydrants  repaired 2, 148 

Hydrants  replaced 35 

Investigations  20,956 

Meters  removed 4,565 
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Meters  installed 5,385 

Shutoffs  completed 8,204 

Let-ons  completed  6,996 

Boxes  regulated 930 

New  services  installed % 

New  fire  pipes  installed  10 

Uprights  located 1,650 

Uprights  reset 1,122 

No  forces  pumped 756 

No  forces  plunged 1 ,085 

Test  holes  excavated 254 

Main  gate  operation 1 ,085 

Main  pipe  flushings 84 

Meters  repaired  in  shop 343 

Meters  repaired  in  service 12 


Revenue  Section 

All  functions  in  relation  to  the  revenue  derived  from 
water  supply  and  services  are  the  responsibilty  of  this  of- 
fice which  is  under  the  coordination  and  direction  of  the 
water  revenue  supervisor  who  is  assigned  one  principal 
clerk-stenographer. 

The  Revenue  Section  is  comprised  of  three  subsections, 
i.e.,  Meter  Reading,  Public  Relations,  and  Records. 

The  Meter  Reading  Section  is  required  to  read  all  water 
and  sewer  meters,  quarterly  and/or  semiannually,  and  to 
record  in  proper  books  the  readings  obtained  therefrom. 
The  obtaining  of  readings  for  sale  purposes  and  for  many 
other  various  reasons  is  also  required  of  this  section.  New 
accounts  are  added  and  old  accounts  deleted  from  the 
system  by  the  Meter  Reading  Section.  Presently,  meter 
reading  personnel  consists  of  fourteen  water  meter  readers, 
four  special  water  meter  readers,  one  chief  water  meter 
reader,  and  three  laborers. 

The  personnel  of  the  Public  Relations  Section  is  respon- 
sible for  answering  all  inquiries  and/or  complaints  regard- 
ing water  and/or  sewer  use  billings,  charges  and  rates, 
whether  such  inquiries  are  received  in  person,  by  mail,  or 
by  telephone.  Checks  received  by  the  Water  Division  for 
partial  payment  of  water  bills  or  requiring  the  preparation 
of  duplicate  bills  are  processed  to  the  Collector-Treasurer 
by  this  section.  All  requests  for  petitions  for  adjustment  of 
water  and/or  sewer-use  charges  are  reviewed  initially  by 
personnel  of  the  Public  Relations  Section;  such  petitions 
are  received  by  this  section.  Sums  to  be  abated  through 
such  petition  are,  in  the  majority,  determined  by  the  water 
revenue  supervisor.  Abatements  recommended  by  others 
reauire  his  review  and  signature.  All  requests  for  special 
and/or  sale  readings  of  water  meters  are  received  here; 
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memos  of  amounts  to  be  billed  as  a result  of  sale  readings 
are  prepared  here  for  the  buyer/seller.  Municipal  Lien  Cer- 
tificates of  the  Collecting  Division  concerning  outstanding 
water  charges  are  received  and  researched  by  personnel  of 
the  Public  Relations  Section.  Presently,  public  relations 
personnel  consists  of  one  senior  clerk;  one  senior  account 
clerk  (temporary);  two  principal  account  clerks;  and  one 
head  clerk. 

The  Records  Section  retains  records  of  petitions  received 
and  processed  whether  approved  or  denied,  and  prepares 
reports  to  the  Collector-Treasurer’s  office  and  City 
Auditor  regarding  same.  Reports  of  assessments  of  water 
rates  are  forwarded  to  the  aforesaid  departments  by  this 
section.  Coordination  of  information  between  the  Data 
Processing  Unit,  the  Collector-Treasurer,  and  the  Water 
Division  concerning  billings,  payments,  and  abatements  is 
made  by  the  bookkeeper  in  the  Records  Section.  All  water 
use,  whether  metered  or  estimated  is  calculated  here. 
Timekeeping  of  the  entire  Revenue  Section  is  kept  by  the 
Records  Section  in  conjunction  with  Central  Office  per- 
sonnel. Based  on  the  most  current  information  available, 
all  records  relating  to  o’-  nership  of  properties  are  revised 
daily  and  a file  of  information  cards  for  each  account  in 
the  system  is  maintained  here.  The  preparation  of  letters  to 
abatement  petitioners  concerning  the  disposition  of  their 
petition  is  a responsibility  of  this  section.  Additionally,  the 
billing  of  water  charges  actual  or  estimated,  is  key  punched 
by  two  data  processing  personnel  on  loan  to  the  Water 
Division  using  equipment  also  loaned  by  the  Data  Process- 
ing Unit. 

Present  personnel  of  the  Record  Section  includes  one 
head  clerk;  two  principal  clerks;  two  principal  account 
clerks;  one  principal  clerk-typist;  and  one  clerk  (tem- 
porary, part  time). 

There  is  a distinct  need  for  additional  permanent  person- 
nel in  all  subsections  of  the  Revenue  Section. 

Considering  the  fact  that  more  than  1,600  petitions  for 
abatement  of  water  rates  were  received  for  the  1976  billing 
year  (with  approximately  200  of  these  being  denied),  and 
that  for  the  fiscal  year  ending  June  30,  1976,  the  sum  of 
$212,144  was  abated  from  water  rates,  including  those 
added  to  tax  and  for  fire  pipes,  the  establishing  of  an 
abatement  section  within  the  Revenue  Section,  seems  feasi- 
ble and  advisable^ 
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MDC  Water  Assessment 

The  Metropolitan  District  Commission’s  water  assess- 
ment of  1976-77  will  amount  to  $13,209,504  for 
55,039,622,000  gallons  of  water  at  the  rate  of  $240  per 
million  gallons. 


Employees 

The  number  of  permanent  employees  with  the  Water 
Division  on  June  30,  1977,  was  246  as  compared  to  a total 
of  229  on  June  30,  1976. 

ANNUAL  REPORT  OF  THE 
PUBLIC  IMPROVEMENT  COMMISSION 

July  1,  1977. 


Honorable  Kevin  H.  White, 

Mayor  of  Boston. 

Through  the  Commissioner  of  Public  Works. 

Dear  Mr.  Mayor: 

In  accordance  with  the  provisions  of  chapter  21,  section 
36,  Revised  City  Ordinances  of  1961,  the  following  report 
of  the  Public  Improvement  Commission  for  the  period 
from  July  1,  1976,  to  June  30,  1977,  is  respectfully 
submitted: 


Layout  with  Construction 
The  following  street  was  ordered  laid  out  and 
constructed  as  a public  highway  during  the  period  of  this 
report: 

Willers  Street,  West  Roxbury  District,  from  George- 
towne  Drive  to  Fensmere  Road  — estimated  cost,  $30,250,' 
estimated  benefit,  $16,062.87. 

Widening,  Relocation,  and  Construction 
During  the  period  of  this  report,  the  following  streets 
were  ordered  widened,  relocated,  and  constructed: 

High  Street,  Boston  Proper  District,  from  Summer 
Street  to  Federal  Street,  over  a portion  of  Federal  Street. 

Public  Alley  No.  809,  Roxbury  District,  on  the  south- 
westerly side,  from  Gainsborough  Street  approximately  40 
feet  jiortheasterly. 


Public  Works  Department  53 

West  Dedham  Street,  Boston  Proper  District,  from 
Shawmut  Avenue  to  Washington  Street. 

Specific  Repairs 

During  the  period  of  this  report,  the  Public  Improve- 
ment Commission  ordered  specific  repairs  in  the  following 
streets: 

Bennington  Street,  East  Boston  District,  consisting  of 
the  extension  of  the  traffic  divisional  islands  at  Swift 
Street. 

Harrison  Avenue,  Boston  Proper  District,  consisting  of 
the  reduction  in  width  of  the  sidewalk  on  the  northwesterly 
side,  from  Nassau  Street  approximately  220  feet  north- 
easterly. 

John  F.  Fitzgerald  Expressway  surface  road,  Boston 
Proper  District,  consisting  of  changes  in  the  traffic 
divisional  island  opposite  the  Walkway  to  the  Sea. 

Keany  Square,  Boston  Proper  District,  consisting  of  the 
installation  of  a traffic  divisional  island  at  the  intersection 
of  North  Washington  Street  and  Endicott  Street. 

Perkins  Street,  Roxbury  and  West  Roxbury  Districts, 
consisting  of  the  reduction  in  width  of  the  sidewalks  on  the 
southerly  side,  from  Centre  Street  to  the  Jamaicaway. 

Swift  Street,  East  Boston  District,  consisting  of  the 
installation  of  traffic  divisional  islands  at  Bennington 
Street. 

Victory  Road,  Dorchester  District,  consisting  of  the 
installation  of  a traffic  divisional  island  at  the  intersection 
of  Neponset  Avenue. 

William  F.  McClellan  Highway,  East  Boston  District, 
consisting  of  the  installation  of  traffic  divisional  islands  at 
Bennington  Street. 


Discontinuances 

During  the  period  covered  by  this  report,  the  following 
streets  were  ordered  discontinued  as  public  highways: 

Atlantic  Avenue,  Boston  Proper  District,  a portion  from 
a point  approximately  150  feet  southeast  of  Commercial 
Street  approximately  37  feet  southeasterly. 

Binney  Street,  Roxbury  District,  on  the  northeasterly 
side,  from  a point  approximately  177  feet  northeast  of 
Francis  Street  approximately  46  feet  northeasterly. 

Ferrin  Court,  Charlestown  District,  from  Ferrin  Street 
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to  Bunker  Hill  Street. 

Ferry  Street,  Boston  Proper  District,  from  Fulton  Street 
to  the  Lt.  William  F.  Callahan,  Jr.,  Tunnel. 

Francis  Street,  Roxbury  District,  northerly  side,  from  a 
point  approximately  55  feet  northwest  of  Binney  Street 
approximately  60  feet  northwesterly,  vertically  below  the 
sidewalk  starting  at  a point  14  feet  below. 

Francis  Street,  Roxbury  District,  at  the  northwesterly 
corner  of  Binney  Street. 

Fulton  Place,  Boston  Proper  District,  from  Fulton 
Street  to  the  Lt.  William  F.  Callahan,  Jr.,  Tunnel. 

Gove  Street  Footbridge,  East  Boston  District,  from  the 
end  of  Gove  Street  over  tracks  of  the  Penn  Central 
Railroad  to  Bremen  Street. 

Highland  Plac«,-Roxbury  District,  from  Highland  Street 
approximately  153  feet  easterly. 

Public  Alley  No.  103,  Boston  f^roper  District,  from 
Fulton  Street  to  the  Lt.  William  F.  Callahan,  Jr.,  Tunnel. 

Public  Alley  No.  405,  Boston  Proper  District,  on  the 
southwesterly  side,  from  a point  approximately  15  feet 
southeast  of  Huntington  Avenue  approximately  135  feet 
southeasterly,  vertically  below  the  sidewalk  at  elevation  4. 

Public  Alley  No.  717,  Boston  Proper  District,  from 
Harrison  Avenue  to  Albany  Street. 

Stimson  Street,  West  Roxbury  District,  a portion 
between  VFW  Parkway  and  Belle  Avenue. 

Abandonment  of  Order 

The  following  order  of  the  Public  Improvement 
Commission  was  ordered  abandoned  during  the  period 
covered  by  this  report: 

Francis  Street,  Roxbury  District,  order  of  the  Public 
Improvement  Commission  and  Mayor  dated  March  4, 
1976,  for  a vertical  discontinuance  on  the  northerly  side, 
from  Brookline  Avenue  to  Binney  Street. 

Street  Name  Changes 

During  the  period  of  this  report,  the  Commission 
ordered  the  following  street  name  changes: 

Adella  Place,  Brighton  District,  from  Islington  Street 
approximately  150  feet  southerly;  formerly  Nixon  Place. 

Belle  Avenue,  West  Roxbury  District,  from  a point 
approximately  185  feet  east  of  VFW  Parkway  approxi- 
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mately  30  feet  easterly;  formerly  Stimson  Street. 

Commercial  Wharf  East,  Boston  Proper  District,  from 
Atlantic  Avenue  approximately  520  feet  easterly;  formerly 
Commercial  Wharf  North  and  South. 

Commercial  Wharf  West,  Boston  Proper  District,  from 
Commercial  Street  to  Atlantic  Avenue;  formerly 
Commercial  Wharf  North  and  South. 

South  Bremen  Street,  East  Boston  District,  from 
Sumner  Street  to  Marginal  Street;  formerly  Bremen  Street. 

Tearsen  Street,  Hyde  Park  District,  from  Margin  Street 
to  B Street;  formerly  Eastern  Avenue. 

Yawkey  Way,  Boston  Proper  District,  from  Brookline 
Avenue  to  Boylston  Street;  formerly  Jersey  Street. 


During  the  period  of  this  report  permission  was  given  to 
open  for  public  travel  the  following  private  way: 

Marston  Street,  Hyde  Park  District,  from  Austin  Street 
approximately  220  feet  easterly. 


During  the  period  of  this  report  the  Sewer  Division  of 
the  Public  Works  Department  reported  sanitary  sewer 
connections  in  the  following  street,  on  which  the  Public 
Improvement  Commission  levied  an  assessment: 


Prescott  Street,  Hyde  Park,  cost  $8,542.38,  assessment, 
$2,350.20. 


During  the  period  covered  by  this  report,  fifty-three 
petitions  for  public  utilities  were  approved  for  the  placing 
and  maintaining  of  poles  for  the  support  of  wires. 

Also,  twenty-nine  petitions  were  approved  for 
miscellaneous  installations  or  uses  of  the  public  highways 
of  the  City  of  Boston,  as  follows: 


Private  Ways 


Assessments 


Permits 


Street 

Antrim  Street,  East  Boston 
Ashley  Street,  East  Boston 
Atlantic  Avenue,  Boston  Proper 
Avon  Street,  West  Roxbury 
Beacon  Street,  Brighton 
Binney  Street,  Roxbury 
Blue  Hill  Avenue,  Dorchester 
Chandler  Street,  Boston  Proper 


Boston  Gas  Company 
Boston  Gas  Company 


Medical  Area  Total  Energy  Plant,  Inc. 


Boston  Gas  Company 
Boston  Gas  Company 


Boston  Gas  Company 
Boston  Gas  Company 


Boston  Edison  Company 


Petitioner 


Nature  of 
Petition 

Gas  main 
Gas  main 
Conduit 
Gas  Main 
Gas  main 
Conduit 
Gas  main 
Gas  main 
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Clearway  Street,  Roxbury 
Devonshire  Street,  Boston  Proper 
Fenwood  Road,  Roxbury 
Francis  Street,  Roxbury 
Francis  Street,  Roxbury 
Harrison  Avenue,  Boston  Proper 
Harrison  Avenue,  Boston  Proper 
Huntington  Avenue,  Boston  Proper 
Huntington  Avenue,  Boston  Proper 
Massachusetts  Avenue,  Roxbury 
Maverick  Street,  East  Boston 
Newbury  Street,  Boston  Proper 

North  Harvard  Street,  Brighton 

Orleans  Street,  East  Boston 
Pond  Street,  West  Roxbury 
Reservoir  Road,  Brighton 
State  Street,  Boston  Proper 
Tremont  Street,  Boston  Proper 
Trinity  Place,  Boston  Proper 
Vining  Street,  Roxbury 
Washington  Street,  Boston  Proper 


Frederick  L.  Garvin, 
Chief  Engineer. 
Joyce  E.  Burrell, 
Executive  Secretary. 


Boston  Gas  Company 

Boston  Edison  Company 

Medical  Area  Total  Energy  Plant,  Inc. 

Boston  Gas  Company 

Medical  Area  Total  Energy  Plant,  Inc. 

Boston  Edison  Company 

Boston  Gas  Company 

Boston  Edison  Company 

Boston  Gas  Company 

Boston  Gas  Company 

Boston  Gas  Company 

Danker  and  Donahue  Parking  Garage 

President  and  Fellows  of  Harvard 
College 

Boston  Gas  Company 
Boston  Gas  Company 
Boston  Gas  Company 
Boston  Edison  Company 
Boston  Gas  Company 
Boston  Edison  Company 
Medical  Area  Total  Energy  Plant,  Inc. 
H.  N.  Gorin  and  Leeder  Management 
(McDonald’s) 

Joseph  F.  Casazza,  Chairman, 
William  T.  Noonan, 

Joanne  A.  Prevost, 

Francis  W.  Gens, 

Public  Improvement  Commission. 


Gas  main 
Conduit 
Conduit 
Gas  main 
Conduit 
Conduit 
Gas  main 
Conduit 
Gas  main 
Gas  main 
Gas  main 
Vapor  recovery 
system 

Steam  and  Elec- 
tric conduit 
Gas  main 
Gas  main 
Gas  main 
Conduit 
Gas  main 
Conduit 
Conduit 

Brick  veneer 
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Weld  Avenue 
Woodside  Avenue 


Street 

Brighton  Avenue, 
Cambridge  Street, 
Tremont  Street, 
Washington  Street 

Auckland  Street 
Buttonwood  Street 
Carson  Street 
Moseley  Street 
Oldsfield  Road 
Raven  Street 
Spring  Garden  Street 

Athol  Street 
Bellamy  Street 
Bradbury  Street 
Easton  Street 
Haskell  Street 
Malbert  Road 
Mansfield  Street 
Montcalm  Street 
Myrick  Street 
Seattle  Street 

Batchalder  Street 
Burgess  Street 
Cunningham  Street 
Dean  Street 
Glenarm  Street 
Harlow  Street 
Judson  Street 
Victor  Street 

Temple  Street 


Bilodeau  Road 
Clearwater  Drive 
Lorna  Road 
Mellen  Street 
Michigan  Avenue 
Stone  Terrace 

Bennington  Street 
Central  Square 
Lexington  Street 


Repairs  to  sidewalks  in 
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School  Street  to  Columbus  Avenue 

Forest  Hills  to  Washington  Street 310,195  25 

Construction  of  pedestrian  ramps  in  various  locations  in  the  City  of 

Boston 62,026  40 

Total  $1,923,513  43 

AWARDED  IN  1976-1977  TO  BE  COMPLETED  IN  1977-1978 

Contract 

Limits  Amount 

Roadway  repairs  in  and  adjacent  to  track  area 228,241  95 


Williams  Street  to  Belfort  Street 

Crescent  Avenue  to  Columbia  Road 

Crescent  Avenue  to  Sydney  Street 

Crescent  Avenue  to  dead  end 

Columbia  Road  to  approximately  500  feet  northerly 

Crescent  Avenue  to  dead  end 

Harbor  View  Street  to  Crescent  Avenue 274,618  28 

Aldie  Street  to  Holton  Street 
Presentation  Road  to  Burton  Street 
Franklin  Street  to  Mansfield  Street 
North  Harvard  Street  to  Franklin  Street 
Coolidge  Road  to  Hooker  Street 
Washington  Street  to  Egan  Way 
Lincoln  Street  to  Easton  Street 
Dustin  Street  to  Glencoe  Street 
Coolidge  Road  to  Franklin  Street 

Cambridge  Street  to  Hopedale  Street  308,244  85 

East  Cottage  Street  to  Clifton  Street 
Dudley  Street  to  Clifton  Street 
Hartford  Street  to  Howard  Avenue 
Judson  Street  to  Howard  Avenue 
Washington  Street  to  Seaver  Street 
Folsom  Street  to  dead  end 
West  Cottage  Street  to  Julian  Street 


Brook  Avenue  to  Dean  Street 178,680  10  ] 

Cambridge  Street  to  Derne  Street 154,502  50  J 

$1,394,856  58  ^ 

Sidewalk  Reconstruction  i 

Washington  Street  to  end  i 


Maryknoll  Street  to  approximately  700  feet  easterly 
Lena  Terrace  to  approximately  760  feet  southwesterly 
Ocean  Street  to  Montague  Street 
Columbia  Road  to  Erie  Street 


Gain  van  Boulevard  to  end 120,156  60 

Trident  Street  to  MBTA  entrance  to  Orient  Heights 
Border  Street  to  Liverpool  Street 

Border  Street  to  Meridian  Street  130,412  30 

PATCHING  CONTRACTS,  JULY  1,  1977,  TO  JUNE  30,  1978 
AWARDED  IN  1975-1976  AND  COMPLETED  IN  1976-1977 
Area  1 J.  M.  Cashman $96,745  00 
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SUMMARY  OF  COST  OF  CONTRACT  RECONSTRUCTION  WORK  PERFORMED 
IN  HIGHWAY  DIVISION  FROM  JULY  1, 1976,  TO  JUNE  30, 1977,  AND  STREET 
RECONSTRUCTION  AWARDED  IN  1976-1977,  TO  BE  COMPLETED  IN 
1977-1978. 


STREETS  RECONSTRUCTED  DURING  1976-1977 $1,923,513  43 

STREET  RECONSTRUCTION  AWARDED  IN  1976-1977  TO  BE  COMPLETED  IN  1977-1978  ....  1,394,856  58 
STREET  LIGHTING  CONTRACTS  DURING  1976-1977 2,519,209  30 


$5,837,579  31 


STREETS  RECONSTRUCTED  IN  1976-1977 


Street 

Limits 

Cornell  Street 

Poplar  Street  to  Washington  Street 

Crandall  Street 

Augustus  Avenue  to  Hillview  Avenue 

Hawthorne  Street 

Florence  Street  to  Sycamore  Street 

Primrose  Street 

Fairview  Street  to  Walter  Street 

Rexhame  Street 

Belgrade  Avenue  to  Colberg  Avenue 

Tappan  Street 

South  Street  to  end 

Westmount  Avenue 

Mt.  Vernon  Street  to  La  Grange  Street 

Bremen  Street 

Day  Square  to  George  R.  Visconti  Road 

East  Eagle  Street 

Prescott  Street  to  Putnam  Street 

London  Street 

Maverick  Street  to  Decatur  Street 

Sumner  Street 

Orleans  Street  to  Jeffries  Street 

Eastman  Street 

Columbia  Road  to  Elder  Street 

Fowler  Street 

Glenway  Street  to  Greenwood  Street 

Mountfort  Street 

Park  Drive  to  700  feet  easterly 

St.  Germain  Street 

Massachusetts  Avenue  to  Dalton  Street 

Upham  Avenue 

Hancock  Street  to  Mt.  Cushing  Terrace 

Donald  Road 

Blue  Hill  Avenue  to  Harvard  Street 

Floyd  Street 

Blue  Hill  Avenue  to  Callender  Street 

Hewins  Street 

Columbia  Road  to  Erie  Street 

Kingsdale  Street 

Standish  Street  to  Wales  Street 

Maybrook  Street 

Glenway  Street  to  Greenwood  Street 

Roxton  Street 

Glenway  Street  to  Greenwood  Street 

Sumner  Street 

East  Cottage  Street  to  Annapolis  Street 

Wolcott  Street 

Columbia  Road  to  Erie  Street 

Contract 

Amount 


$270,879  91 


166,507  06 


401,801  95 


Barry  Street 
Church  Street 
Greenheys  Street 
Thornton  Street 
Windermere  Road 
Theodore  A.  Glynn  Way 


Hamilton  Street  to  Richfield  Street 
Adams  Street  to  East  Street 
Magnolia  Street  to  Mascoma  Street 
Guild  Street  to  Marcella  Street 
Cushing  Avenue  to  Stoughton  Street 
At  Southampton  Street 


222,428  98 


Carpenter  Street 
East  Third  Street 
Gold  Street 
H Street 
Jenkins  Street 
Mitchell  Street 
West  Sixth  Street 


Gen.  Wm.  H.  Devine  Way  to  Preble  Street 

Dorchester  Street  to  M Street 

D Street  to  F Street 

East  First  Street  to  East  Fifth  Street 

Dorchester  Street  to  Old  Colony  Avenue 

Old  Colony  Avenue  to  West  Ninth  Street 

East  Street  to  F Street  


396,509  94 


Causeway  Street 


Keany  Square  and  North  Washington  Street,  construction  of  traffic 

islands 93,163  94 


Dbcwell  Street  School  Street  to  Columbus  Avenue 

Park  Lane  Walnut  Avenue  to  end 

[ Peter  Parley  Road  Sigourney  Street  to  Washington  Street 
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Repairs  to  sidewalks  in  various  locations  D.  Cicconi  Construction 149,125  00 

Repairs  to  sidewalks  in  various  locations  Charles  Contracting  Company 130,525  00 

Repairs  to  roadways  in  Area  1 Wales  Corporation 301,062  50 

Repairs  to  roadways  in  Areas  2 & 3 Hot  Top  Pavements 274,703  75 

AWARDED  IN  1975-1976  TO  BE  COMPLETED  IN  1977-1978 

Repairs  to  sidewalks  in  Area  2 V.  Scardino $236,520  00 

Repairs  to  sidewalks  in  Area  3 V.  Scardino 236,520  00 

AWARDED  IN  1976-1977  AND  COMPLETED  IN  1977-1978 

Repairs  to  sidewalks  in  Area  1 Mass  Construction $80,950  00 

Asphalt  resurfacing  in  Area  1 Trimount  Bituminous 142,410  00 

AWARDED  IN  1976-1977  TO  BE  COMPLETED  IN  1977-1978 

Repairs  to  sidewalks  in  Area  1 Seaside  Construction $100,434  00 

Repairs  to  sidewalks  in  Area  2 C.  Todesca 94,839  00 

Repairs  to  sidewalks  in  Area  3 Seaside  Construction 98,109  00 

Repairs  to  roadways  in  Area  1 Bay/Scardino 141,401  00 

Repairs  to  roadways  in  Area  1 Bay  Corporation 93,674  00 

Repairs  to  roadways  in  Area  2 Bay  Corporation 79,550  00 

Repairs  to  roadways  in  Area  3 Bay  Corporation 79,550  00 

Asphalt  resurfacing  in  Area  1 Bay  Corporation 130,580  00 

Asphalt  resurfacing  in  Area  2 Hot  Top  Pavements 117,640  00 

Asphalt  resurfacing  in  Area  2 Bay  Corporation 82,691  50 

Asphalt  resurfacing  in  Area  3 Bay  Corporation 84,217  50 

Asphalt  resurfacing  in  Area  3 Essex  Bituminous 116,760  00 

PATCHING  QUANTITIES  FOR  JULY  1,  1976,  TO  JUNE  30,  1977 
SIDEWALK 

Edgestone  reset 16,557  linear  feet 

Artificial  stone  sidewalk  864,827  square  feet 

Artificial  stone  drive 67,846  square  feet 

Boxes  reset 41 

Sign  post  reset 22 

Parking  meters  reset 29 

ROADWAY 

Roadway  patching 269,563  square  feet 

Adjacent  patching  36,651  square  feet 

475  tons 

Castings  reset 699 

ASPHALT  OVERLAY 

Pavement  removed 619  tons 

Bituminous  concrete  top 36,642  tons 

Bituminous  concrete  base 659.40  tons 

Reset 558  each 
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Bridge  Maintenance  Work  Performed  from 
July  1,  1976,  to  June  30,  1977 

Various  repairs  to  the  operating  machinery,  structures, 
gates  fenders,  fences,  navigation  lights,  draw  houses, 
electrical  mechanisms,  sidewalks,  and  decks  and  also 
cleaning  and  painting  on  the  following  drawbridges: 

Alford  Street  Over  Mystic  River. 

Chelsea  Street  over  Chelsea  River. 

L Street  over  Reserved  Channel. 

McArdle  Drawbridge  over  Chelsea  River. 

Northern  Avenue  over  Fort  Point  Channel. 

Repairs  to  structures,  decks,  rails,  approaches,  fences, 
barriers,  and  lights  were  made  to  the  following  bridges: 

Braddock  Park,  Butler  Street,  Charlestown  High 
Bridge,  Cummins  Highway,  Durham  Street,  Reservation 
Road  over  Mother  Brook,  Rutherford  Avenue,  Rutland 
Street  Footbridge,  Fairmount  Avenue,  Grove  Street  and 
Grove  Street  Stairs,  Jones  Avenue  Footbridge,  Massa- 
chusetts Avenue,  North  Mead  Street  Stairs,  Summer  Street 
over  Fort  Point  Channel,  Toll  Gate  Way,  Walworth  Street, 
West  Roxbury. 


Expenditures  on  Inland  Bridges  During 
July  1,  1976,  to  June  30,  1977 

Labor  Materials  Supplies  Total 

$32,415  00  $3,134  10  — $35,549  10 

The  above  figures  represent  total  cost  of  maintenance  on 
the  inland  bridges,  using  our  department  yard  employees, 
materials,  and  supplies. 


DETAILS  OF  EXPENDITURES  ON  TIDEWATER  BRIDGES 
FOR  THE  YEAR 
July  1,  1976,  to  June  30,  1977 
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Totals 

$127,128  31 
83,474  91 
74,182  10 
93,876  77 
229,687  44 
1,430  51 

5 45 
210  00 

$609,995  49 

lities 

j"  Electric  j 

1 

$1,550  11 

860  78 
3,219  15 
7,420  50 
38  91 

5 45 

$13,094  90 

5 ! 

! 

! O 

1 

j 

$827  63 
907  05 
1,118  86 

_ 

$2,853  54 

Supplies 

$60  00 
59  10 
41  50 
18  10 
71  30 

$250  (X) 

Repairs 

1 1 1 1 1 1 III 

1 

Materials 

$119  60 
2,522  50 
964  40 

3,426  40 
160  60 

$7,193  50 

Mechanics’ 
Wages  and 
Overtime 

$2,408  00 
24,702  00 
6,516  00 
504  00 
10,254  00 
1,231  00 

210  00 

$45,825  00 

Drawtenders’ 

Overtime 

$14,239  40 
5,264  88 
5,851  32 
7,972  86 
23,244  47 

$56,572  93 

Drawtenders’ 

Salaries 

$108,751  20 
50,098  80 
59,041*05 
81,043  80 
185,270  77 

$484,205  62 

BRIDGES 

Andrew  P,  McArdle 

Alford  Street 

Summer  Street  (L  Street) 

Chelsea  Street  

Northern  Avenue  

Congress  Street 

Summer  Street  over  Fort  Point 

Channel 

Charlestown  High  Navigation  l-ights  . . 

Broadway  Bridge 

Totals 

WATERBORNE  TRAFFIC  THROUGH  THE  DRAWBRIDGES  FOR  THE  YEAR 
JULY  1,  1976,  TO  JUNE  30,  1977 
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Total 

Openings 

3,570 

1;057 

1,053 

737 

6,417 

Cargoes 

358 

40 

1 91 

460 

1 

949 

Total 

Vessels 

7,836 

1,390 

998 

1,118 

11,342 

All 

Others 

64 

50 

416 

524 

1,054 

Pleasure 

Crafts 

74 

956 

582 

133 

1 

1 _ 

1,745 

Barges 

1,598 

88 

191 

1,877 

Tugs 

5,568 

i 

296 

i 

i 270 

6,134 

Steamers 

1 1 1 1 1 1 

532 

BRIDGES 

Andrew  P.  McArdle 

Alford  Street 

Summer  Street  (L  Street) 

Chelsea  Street 

Northern  Avenue 

Summer  Street  over  Fort  Point  Channel 

Congress  Street 

Totals j 
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HIGHWAY  DIVISION 
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WORK  DONE  BY  CONTRACT  FROM  JULY  1,  1976 
TO  JUNE  30,  1977 

ITEM  Quantity 

Trees  12"  to  14"  6 

Trees  12"  to  24"  1 

Trees  over  24" 2 

Stumps 37 

Excavation  subgrade 14,200.24  cubic  yards 

Excavation  for  service 97.6  cubic  yards 

Rock  and  wall  excavation 45.45  cubic  yards 

Base  remove 4,443.18  square  yards 

Pave  remove 29,819.32  square  yards 

Public  Utility  Trench 5,879  square  yards 

Gravel  14,551.4  tons 

Crushed  Stone 1,320.8  tons 

Trench  Rock  Excavation 146.4  cubic  yards 

New  Straight  Edgestone  4,629.4  linear  feet 

New  Circular  Edgestone 1,304.4  linear  feet 

New  two-foot  corners  229  each 

Special  returns  452  each 

Edgestone  reset 28,088.3  linear  feet 

Edgestone  relocated 1,344.3  linear  feet 

Edgestone  hauled 92.4  linear  feet 

Straight  Guttermouth  9 each 

Circular  Guttermouth 7 each 

Class  B 772.7  cubic  yards 

Class  B backing  sidewalks 62.6  cubic  yards 

Cement  concrete  sidewalk 412,255.65  square  feet 

Cement  concrete  driveway  1 15,761.22  square  feet 

Brick  sidewalk,  new 244  square  yards 

Brick  sidewalk,  relaid 14  square  yards 

Tree  pit 27  each 

Loam 263.55  cubic  yards 

Bituminous  concrete  base 1,992  tons 

Bituminous  concrete  base  binder 4,125.6  tons 

Bituminous  concrete  wear  surface 7,406.33  tons 

Bituminous  concrete  wear  surface  sidewalk  and  drives 138.8  tons 

Ground  water  drain 39.7  linear  feet 

Existing  installation  adjusted 666  each 

Catch  basin  built 7 each 

Drop  inlet  built 6 each 

Catch  basin  or  manhole  removed 19  each 

Catch  basin  converted 5 each 

Parking  meters  set 50  each 

Sign  post  set  196  each 

Stone  bound 112  each 

Stone  bound  reset 43  each 

Minor  drain 113  linear  feet 

Catch  basin  dismantled 7 each 

Adjacent  castings 170  pounds 

Two-inch  conduit 2,549.02  linear  feet 

Three-inch  conduit 8,285  linear  feet 

Pull  box 151  each 

Subbase 95  each 

Control  cabinet  base  7 each 

Police 1,607  hours 

Six-inch  thermo  plastic  road  mark 52  linear  feet 

Three-inch  conduit  (traffic)  144  linear  feet 

Permanent  patch  4 square  yards 

Covers 23  each 

Water  gates  adjusted 34  each 

Street  sign  reset 16  each 
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Ramp  sign 

Four-inch  conduit,  fire  alarm 

Base,  fire  alarm 

Manhole 

Drain  pipe  connection 

Catch  basin  (63-4) 

Catch  basin  Abandoned  (63-lOA) 

Hydrant  pipe 

Hydrant  gates 

Hydrants 

Trench  excavation  

- Short  pull  box 

Light  base 

Short  light  base 

Traffic  base  removed 

Traffic  base  set 

MBTA  rail  removed 

Old  loam  regraded  (Cl -7 A) 

Class  D 

Eight-inch  pipe 

Three-quarter-inch  corporation  stop  . . . 

One-inch  corporation  stop 

One  and  one-half-inch  corporation  stop 

Three-quarter-inch  pipe 

One-inch  pipe 

Two-inch  pipe 

Six-inch  gate 

Eight-inch  gate 

Sod 

Pave  Outside  Track 

Base  between  track 

Top  between  track 

OA  asphalt 


4 

each 

1,194 

lirear  feet 

2 

e ch 

1 

e.  :h 

4 

each 

2 

each 

1 

each 

43.8 

linear  feet 

1 

each 

5 

each 

60.4 

square  yards 

1 

each 

55 

each 

2 

each 

3 

each 

3 

each 

18.3 

linear  feet 

231 

cubic  yards 

185.5 

cubic  yards 

782 

linear  feet 

2 

each 

1 

each 

1 

each 

3 

linear  feet 

1.5 

linear  feet 

1.5 

linear  feet 

4 

each 

1 

each 

2,266 

square  feet 

3,527 

tons 

2,748 

tons 

1,713 

tons 

5,404 

gallons 

WORK  DONE  BY  CITY  FORCES  FROM  JULY  1,  1976 
TO  JUNE  30,  1977 


ITEM 

Bituminous  concrete  roadway  repairs  . 

Crushed  stone  used 

Edgestone  reset 

Radius  stone  set 

Corner  stones  set  

Castings  reset  

Sign  posts  reset 

Catch  basins  reset 

Bituminous  concrete  sidewalk  repaired 

Hot  patch  received 

Cold  patch  received 

Emulsion  used 

Granolithic  sidewalks  repaired 

Class  E concrete  used 

Red  brick  sidewalks  repaired 

Walls  repaired 

Mortar  repaired  on  Freedom  Trail 

Bags  of  cement  used 

Stairs  repaired 

Sand  Received 

Sand  spread  on  oil  spills 

Sand  spread  on  ice  control  

Gravel  received 


Quantity 


80,914 

square  yards 

200 

tons 

3,140 

linear  feet 

4,030 

feet 

58 

each 

43 

each 

109 

each 

34 

each 

30,956 

square  yards 

10,009 

tons 

7,071 

tons 

360 

gallons 

33,372 

cubic  feet 

412 

cubic  yards 

4,000 

square  feet 

400 

feet 

15,060 

square  feet 

300 

each 

300 

square  feet 

7,630 

tons 

170 

tons 

3,829 

tons 

1,525 

tons 
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Gravel  for  repairs 

Gravel  for  ballast 

Salt  received  

Snow  removed  

Catch  basin  and  drop  inlets  cleaned 

Sand,  gravel,  and  stone  dust  spread  on  footways . . 

Political  signs  removed 

Graffiti  removed  on  public  ways 

Police  tags 

Debris  removed  from  public  ways  (street  cleaning) 

Dead  animals  picked  up 

Kerosene  received  and  used 

Freedom  Trail  painting 

Dumpster  boxes  picked  up 

Barriers  made 


1,096 

tons 

379 

tons 

51,162 

tons 

94,370 

cubic  yards 

125 

each 

85 

tons 

320 

each 

94 

each 

14,786 

each 

169,215 

cubic  yards 

2,719 

each 

783 

gallons 

12,652 

linear  feet 

758 

each 

250 

each 

CONTRACTS  FOR  CLEANING  STREETS  WITH  MECHANICAL 
SWEEPERS  AWARDED  IN  1976-1977 


District  Contractor  Amount 

1 — City  Proper  J.  K.  Municipal  Services,  Inc $78,688 

2 — Jamaica  Plain  J.  K.  Municipal  Services,  Inc 39,344 

3 — Dorchester  North  V.  J.  Armata 44,720 

4 — Brighton  J.  K.  Municipal  Services,  Inc 39,344 

5 — South  Boston  J.  K.  Municipal  Services,  Inc 39,344 

6 — West  Roxbury  J.  K.  Municipal  Services,  Inc 39,344 

7 — Dorchester  South  National  Ecological  Services,  Inc 39,760 

8 — Hyde  Park  J.  K.  Municipal  Services,  Inc 39,344 

9 — East  Boston  J.  K.  Municipal  Services,  Inc 39,344 

10  — Roxbury  V,  J.  Armata 48,000 

Total $447,232  00 


8888888888 
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STREET  LIGHTING  CONTRACTS  DURING  1976-1977 


Street 

Amory  Street 
Dalrymple  Street 
Merriam  Street 
Montebello  Road 
School  Street 

Contract 

Limits  Amount 

Boylston  Street  to  Amory  Avenue 
Boylston  Street  to  Egleston  Street 
Minton  Street  to  Brookside  Avenue 
Washington  Street  to  Brookside  Avenue 
Amory  Street  to  Mendell  Way 

Roanoke  Avenue 
Queensberry  Street 

Alveston  Street  to  Elm  Street 

Park  Drive  to  Park  Drive $459,323  00 

D Street 
L Street 
Warren  Street 

West  Broadway  to  Dorchester  Avenue 
Columbia  Road  to  East  Broadway 

Crawford  Street  to  Townsend  Street $526,290  00 

Blackwood  Street 
Durham  Street 
Cumberland  Street 
Newbury  Street 

St.  Botolph  Street  to  Railroad 
St.  Botolph  Street  to  Railroad 
Huntington  Avenue  to  Railroad 

Exeter  Street  to  Massachusetts  Avenue $298,452  05 

Edinboro’  Street 
Harrison  Avenue 
Oxford  Street 
North  Street 
Prince  Street 
Fleet  Street 

Beach  Street  to  Essex  Street 
Beach  Street  to  Essex  Street 
Beach  Street  to  Essex  Street 
Commercial  Street  to  Cross  Street 
Commercial  Street  to  North  Square 

Commercial  Street  to  Hanover  Street $434,619  25 

Adams  Street 
Buttonwood  Street 
Chamblet  Street 
Dudley  Terrace 
Greenhalge  Street 
Hamlet  Street 
Hartford  Street 
Hesston  Terrace 
Holden  Street 
Locust  Street 
Roseclair  Street 
Sargent  Street 
Silloway  Street 
Wendover  Street 

Saranac  Street  to  Gallivan  Boulevard 
Columbia  Road  to  Locust  Street 
Hartford  Street  to  Magnolia  Street 
Dudley  Street  to  dead  end 
Roseclair  Street  to  Columbia  Road 
Belden  Street  to  Columbia  Road 
Howard  Avenue  to  Wayland  Street 
Pleasant  Street  to  end 
Belden  Street  to  Columbia  Road 
Dorchester  Avenue  to  Southeast  Expressway 
Dorchester  Avenue  to  Boston  Street 
Hartford  Street  to  Howard  Avenue 
Mather  Street  to  Melville  Avenue 

Dudley  Street  to  Humphreys  Street $525,761  75 

Eutaw  Street 
Gove  Street 
Liverpool  Street 
White  Street 

Border  Street  to  White  Street 
Havre  Street  to  Bremen  Street 
Maverick  Street  to  Central  Square 

Border  Street  to  Putnam  Street $274,763  25 

Grand  Total $2,519,209  30 

STREET  LIGHTING  INSTALLED  BY  CITY  FORCES 


BOSTON  PROPER 

July  1,  1976  — June  30,  1977 

Hanover  Street 
Cross  Street  Underpass 

Commercial  Street  (North  Washington  Street  to  Hanover  Street) 
Salem  Street 

North  Washington  Street 
Blackstone  Street 
Somerset  Street 
Bowdoin  Street 
Ashburton  Street 


Public  Works  Department  71 


BRIGHTON 
Market  Street 

Harvard  Avenue  (Cambridge  Street  to  Commonwealth  Avenue) 

Brighton  Avenue  (Union  Square  to  Linden  Street) 

Washington  Street  (Wirt  Street  to  Foster  Street) 

Chestnut  Hill  Avenue  (Washington  Street  to  Academy  Hill  Road) 

Commonwealth  Avenue  (various  locations) 

Union  Square 
Oak  Square 

CHINATOWN 

Harrison  Avenue  (Harvard  Avenue  to  Marginal  Street) 

DORCHESTER 
Valley  Road 
Fairmount  Street 
Linden  Street 
Whittemore  Terrace 

Dorchester  Avenue  (Adams  Street  to  Greenwich  Street) 

Dorchester  Avenue  (Fuller  Street  to  Ashmont  Street) 

Adams  Street  (Arcadia  Street  to  Neponset  Avenue) 

Blue  Hill  Avenue  (Babson  Street  to  Woodhaven  Street) 

Blue  Hill  Avenue  (Woodrow  Avenue  to  Babson  Street) 

Clarkwood  Street 
Upland  Avenue 
Centervale  Park 
Hooper  Street 
Radford  Lane 
Van  Winkle  Street 

River  Street  (Washington  Street  to  Blue  Hill  Avenue) 

Salcombe  Street 
Newcroft  Circle 
Radcliffe  Street 
Shafter  Street 
Carmen  Street 
Harvard  Avenue 

EAST  BOSTON 
Orleans  Street 

Chelsea  Street  (Maverick  Square  to  Day  Square) 

Marion  Street 

Bennington  Street  (Day  Square  to  Central  Square) 

Trenton  Street 
Day  Square 
Webster  Street 

FENWAY 
Peterborough  Street 

HYDE  PARK 

Hyde  Park  Avenue  (Winthrop  Street  to  Clay  Street);  (Oak  Street  to  Margin  Street) 
ROXBURY 

Tremont  Street  (Huntington  Avenue  to  Roxbury  Crossing) 

Blue  Hill  Avenue  (Seaver  Street  to  Stanwood  Street) 

Warren  Street  (Blue  Hill  Avenue  to  Crawford  Street) 

Washington  Street  (Blue  Hill  Avenue  to  Normandy  Street) 

Geneva  Avenue  (Blue  Hill  Avenue  to  Normandy  Street) 

Shawmut  Avenue  (Roxbury  Street  to  Ruggles  Street) 

Guild  Row 

Washington  Street  (Crispus  Attucks  Place  to  Dudley  Street);  (West  Walnut  Street  to  Forest 
Hills  Street) 

Wave  Avenue  (Washington  Street  to  Walnut  Avenue) 
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Dudley  Street  (Guild  Road  to  Harrison  Avenue) 

Harrison  Avenue  (Dudley  Street  to  Eustis  Street) 

Columbus  Avenue  (Washington  Street  to  Dixwell  Street) 

SOUTH  END 
Lawrence  Street 

West  Newton  Street  (Huntington  Avenue  to  Columbus  Avenue) 
Grey  Street 
Warren  Avenue 
Dartmouth  Street 

Union  Park  Street  (Harrison  Avenue  to  Albany  Street) 

Maitland  Street 


EDISON  LIGHTS 

DORCHESTER 


Location 

No. 

Install 

Lumens 

No. 

Arion  Street 

4 

11,000 

4 

Astoria  Street 

8 

11,000 

8 

Atherstone  Street 

2 

11,000 

2 

Baker  Court 

3 

7,000 

3 

Baker  Avenue 

4 

11,000 

4 

Banfield  Avenue 

4 

11,000 

4 

Barry  Park 

1 

7,00 

1 

Bayside  Street 

3 

11,000 

3 

Bearse  Avenue 

10 

11,000 

4 

ii 

Beau  field  Street 

2 

11,000 

0 

2 

Belfort  Street 

7 

11,000 

5 

1 

1 

Berkshire  Street 

1 

11,000 

Berry  Street  

1 

11,000 

1 

Bodwell  Street 

5 

11,000 

5 

Bourneside  Street 

5 

11,000 

1 

4 

Bowman  Street 

5 

11,000 

4 

Branton  Street 

3 

11,000 

3 

Briarcliff  Terrace 

3 

11,000 

3 

Brook  Street 



3 

11,000 

2 

Bruce  Street 

4 

11,000 

4 

Burt  Street 

12 

11,000 

10 

Brunswick  Street 

2 

11,000 

2 

Caddy  Road  

2 

11,000 

2 

Canaan  Street 

4 

11,000 

3 

Capen  Place 

2 

7,000 

2 

Carlos  Street 

2 

11,000 

2 

Carlotta  Street 

2 

11,000 

2 

Carson  Street 

7 

11,000 

7 

Caryll  Street 

8 

11,000 

8 

Centre  Street  

2 

7,000 

2 

Cedar  Place 

2 

7,000 

2 

Cedar  Street 

9 

11,000 

9 

Cedar  Grove  Street  . . . 

6 

11,000 

4 

Chamberlain  Street  . . . 

4 

11,000 

4 

Charlemont  Street  . . . . 

7 

11,000 

7 

Chase  Street,  No.  10  . . 

1 

11,000 

1 

Chester  Park  

1 

7,000 

1 

Cheverus  Road 

2 

11,000 

2 

Codman  Street 

5 

11,000 

4 

Colonial  Avenue 

8 

11,000 

5 

Corman  Road  

6 

11,000 

6 

Corwin  Street 

2 

7,000 

2 

Remove 

Lumens 

3,500 

3,^00 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

7,000 

3,500 

3,500 

3,500 

7,000 

3,500 

3,500 

3,500 

7,000 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 

3,500 
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Cottrell  Street 

3 

11,000 

3 

3,500 

Countryside  Drive  . 

4 

11,000 

4 

3,500 

Cragmere  Terrace  .. 

3 

7,000 

3 

3,500 

Cunningham  Street  , 

; 5 

11,000 

5 

3,500 

Crowell  Street  

5 

11,000 

5 

3,500 

Croydon  Street 

2 

7,000 

2 

3,500 

Dalkeith  Street 

4 

7,000 

2 

3,500 

Darlington  Street . . , 

4 

11,000 

4 

3,500 

Davitt  Street 

2 

11,000 

2 

3,500 

Delhi  Street 

12 

11,000 

12 

3,500 

Delmont  Street 

5 

11,000 

5 

3,500 

Denny  Street 

1 

11,000 

1 

3,500 

Desmond  Street  . . . , 

3 

11,000 

3 

3,500 

DeWolfe  Street 

3 

11,000 

3 

3,500 

Dewar  Street 

6 

11,000 

3 

7,000 

3 

3,500 

Doone  Avenue 

3 

11,000 

3 

3,500 

Don  wood  Terrace  . , 

3 

7,000 

3 

3,500 

Downer  Avenue  . . . , 

10 

11,000 

7 

3,500 

Downer  Court 

2 

7,000 

2 

3,500 

Draper  Street 

■ 2 

11,000 

2 

3,500 

Dromey  Street 

3 

11,000 

3 

3,500 

Duncan  Terrace  . . . , 

1 

7,000 

1 

3,500 

Dunn’s  Terrace  . . . . 

1 

7,000 

1 

3,500 

Dyer  Streets 

8 

11,000 

8 

3,500 

Edna  Road 

3 

7,000 

2 

3,500 

Edson  Street 

12 

11,000 

12 

3,500 

Elizabeth  Street  . . . . 

3 

11,000 

3 

3,500 

Elm  Street 

6 

11,000 

6 

3,500 

Elmdale  Street 

4 

11,000 

4 

3,500 

Elmhurst  Street  . . . . 

4 

11,000 

4 

3,500 

Enterprise  Street  . . , 

7 

11,000 

7 

3,500 

Estes  Avenue 

1 

7,000 

1 

3,500 

Evans  Street 

1 

11,000 

1 

3,500 

Evandale Terrace. . . 

2 

7,000 

2 

3,500 

Evelyn  Street 

: 8 

11,000 

8 

3,500 

Everett  Street 

6 

11,000 

7 

3,500 

1 

20,000 

Ericson  Street 

3 

11,000 

3 

3,500 

Fairlawn  Avenue  . . 

10 

11,000 

10 

3,500 

Faulkner  Street  . . . 

2 

15,000 

2 

11,000 

Faunce  Street 

7 

7,000 

7 

3,500 

Fenton  Street 

5 

11,000 

5 

3,500 

Ferndale  Street .... 

4 

7,000 

4 

3,500 

Fessenden  Street  . . 

5 

11,000 

5 

3,500 

Field’s  Court 

2 

7,000 

2 

3,500 

Fifield  Street 

5 

7,000 

5 

3,500 

Flavia  Street 

4 

11,000 

4 

3,500 

Fottler  Road 

6 

7,000 

6 

3,500 

Fox  Street 

4 

11,000 

4 

3,500 

Frazier  Street 

2 

7,000 

2 

3,500 

Frederika  Street  . . . 

4 

7,000 

4 

3,500 

Freeland  Street .... 

7 

11,000 

7 

3,500 

Freeman  Street 

3 

15,000 

3 

10,000 

Freeport  Street 

1 

20,000 

French  Street 

2 

7,000 

2 

3,500 

Fruean  Street 

1 

7,000 

1 

3,500 

Garner  Road  

5 

11,000 

5 

3,500 

Gene  Street 

3 

7,000 

3 

3,500 

Glenrose  Road  .... 

6 

7,000 

6 

3,500- 

Glide  Street 

6 

11,000 

6 

3,500 

Glover  Street 

1 

7,000 

1 

3,500 

Grace  Street 

2 

11,000 

2 

3,500 

Grant  Place  

2 

7,000 

2 

3,500 

Grant  Road  

2 

7,000 

2 

3,500 
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Granville  Street 

2 

7,000 

2 

3,500 

Grayson  Street 

5 

11,000 

5 

3,500 

Greenheys  Street 

3 

7,000 

3 

3,500 

Greenwich  Park 

2 

7,000 

2 

3,500 

Greenwich  Street 

8 

11,000 

8 

3,500 

Hannon  Street 

4 

11,000 

4 

3,500 

Harrow  Street  

4 

7,000 

3 

3,500 

Hartland  Street  

3 

11,000 

3 

3,500 

Hewins  Street 

6 

7,000 

6 

3,500 

High  Street 

4 

11,000 

4 

3,500 

Hillsboro  Street 

2 

11,000 

2 

3,500 

Hillsdale  Street 

7 

11,000 

7 

3,500 

Hinckley  Street  

2 

11,000 

2 

3,500 

Idaho  Street 

7 

11,000 

7 

3,500 

Irena  Road 

1 

7,000 

1 

3,500 

Jamestown  Terrace 

2 

7,000 

2 

3,500 

Joanne  Terrace  

2 

7,000 

2 

3,500 

Johnson  Terrace 

1 

7,000 

1 

3,500 

Kennebec  Street 

1 

11,000 

1 

7,000 

10 

7,000 

10 

3,500 

Kineo  Street 

3 

7,000 

3 

3,500 

Leedsville  Street 

4 

11,000 

4 

3,500 

Leyland  Street 

6 

11,000 

6 

3,500 

Linden  Street 

3 

11,000 

3 

3,500 

Linvale  Terrace 

2 

7,000 

2 

3,500 

Livermore  Street 

12 

11,000 

12 

3,500 

Locust  Street 

1 

11,000 

1 

3,500 

Marlin  Way  

2 

7,000 

2 

3,500 

Marsh  Street 

4 

11,000 

4 

3,500 

Maryland  Street 

4 

11,000 

4 

3,500 

Mather  Street 

2 

7,000 

2 

3,500 

Meadowbank  Road 

9 

11,000 

9 

3,500 

Menton  Street  

3 

7,000 

3 

3,500 

Morrill  Street 

2 

11,000 

2 

3,500 

Myrtlebank  Avenue 

13 

7,000 

9 

3,500 

Nevada  Avenue 

6 

11,000 

6 

3,500 

Newcastle  Street 

2 

11,000 

2 

3,500 

Newhall  Place  

1 

7,000 

1 

3,500 

Nottingham  Street 

5 

11,000 

5 

3,500 

Orchard  Field 

7 

11,000 

7 

3,500 

Owen  Street 

2 

11,000 

2 

3,500 

Rockway  Street 

2 

7,000 

2 

3,500 

Semont  Street 

5 

11,000 

5 

3,500 

Thelma  Road 

5 

11,000 

4 

3,500 

Water  Street 

6 

7,000 

4 

3,500 

Wenlock  Road 

7 

7,000 

3 

3,500 

Wilkinson  Park 

2 

7,000 

2 

3,500 

Willow  Court 

4 

7,000 

4 

3,500 

Wilmore  Street 

4 

11,000 

4 

3,500 

Woodfield  Street 

3 

WEST  ROXBURY 

7,000 

2 

3,500 

Location 

No. 

Install 

No. 

Remove 

Cedarcrest  Terrace 

3 

7,000 

3 

3,500 

Cataumet  Street 

5 

7,000 

4 

3,500 

Cheriton  Road 

3 

7,000 

1 

3,500 

Cherry  Road 

1 

7,000 

1 

3,500 

Chester  Place 

2 

7,000 

2 

3,500 

Claron  Street 

1 

7,000 

1 

3,500 

Centre  Lane 

4 

7,000 

2 

3,500 

Chellman  Street 

6 

7,000 

6 

3,500 

Cerina  Road 

2 

7,000 

2 

3,500 

Colbert  Street 

4 

7,000 

4 

3,500 

Cutter  Road 

2 

7,000 

2 

3,500 

Cuthbert  Street  

1 

7,000 

1 

3,500 
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Child  Street  

9 

11,000 

9 

2,500 

Clarendon  Park  . . . 

1 

7,000 

Durant  Street 

5 

7,000 

4 

3,500 

Driftwood  Road  . . 

2 

7,000 

2 

3,500 

Dungarven  Road  . . 

3 

11,000 

3 

3,500 

Doncaster  Street  . . 

6 

7,000 

6 

3,500 

Dow  Road  

7 

7,000 

7 

3,500 

Dale  Street 

19 

11,000 

9 

3,500 

3 

2,500 

Eastland  Road 

14 

11,000 

10 

3,500 

Eliot  Place 

1 

7,000 

1 

3,500 

Eldon  Street 

1 

7,000 

1 

3,500 

Earnshaw  Street . . . 

1 

7,000 

1 

3,500 

Emelia  Terrace  . . . . 

2 

7,000 

2 

3,500 

Ellswood  Street  . . . 

1 

7,000 

1 

3,500 

Everett  Street 

5 

11,000 

5 

3,500 

Eugenia  Road 

2 

7,000 

2 

3,500 

Ethel  Street 

7 

11,000 

7 

3,500 

Esther  Road 

4 

7,000 

4 

3,500 

Ennis  Road 

3 

7,000 

3 

3,500 

Farmington  Road  . 

6 

11,000 

6 

3,500 

Fletcher  Street  . . . . 

13 

11,000 

13 

3,500 

Franklin  Place 

3 

7,000 

3 

3,500 

Freeman  Street 

6 

7,000 

6 

3,500 

Glenburnie  Road  . . 

7 

11,000 

7 

3,500 

Granada  Avenue  . . 

5 

7,000 

5 

3,500 

Glade  Avenue 

3 

11,000 

3 

3,500 

Giendiff  Road 

11 

11,000 

11 

3,500 

Grew  Hill  Road  . . . 

6 

11,000 

6 

3,500 

Hampstead  Road . . 

6 

7,000 

6 

3,500 

Harris  Avenue 

5 

11,000 

5 

3,500 

Haslet  Street 

4 

7,000 

4 

3,500 

Hilburn  Place 

1 

7,000 

1 

3,500 

Highfield  Terrace  . 

1 

7,000 

1 

3,500 

Johnson  Street 

10 

7,000 

10 

3,500 

Jaeger  Terrace 

3 

7,000 

3 

3,500 

Ledgewood  Road . . 

4 

7,000 

4 

3,500 

Littledale  Street  . . . 

2 

7,000 

2 

3,500 

Maple  Place 

3 

7,000 

3 

3,500 

Maple  Terrace 

2 

7,000 

2 

3,500 

Macullar  Road 

3 

7,000 

3 

3,500 

Marion  Street 

5 

7,000 

5 

3,500 

MacNeil  Way 

1 

7,000 

1 

3,500 

Manley  Street 

2 

11,000 

2 

3,500 

Neillian  Crescent  . . 

5 

11,000 

5 

3,500 

Northdale  Terrace  . 

1 

7,000 

1 

3,500 

Neponset  Court  . . . 

2 

7,000 

2 

3,500 

New  Haven  Street  . 

3 

7,000 

3 

3,500 

Paragon  Road  . . . . 

6 

7,000 

6 

3,500 

Park  Place 

: 2 

7,000 

2 

3,500 

Parley  Vale 

6 

7,000 

6 

3,500 

Ramsdell  Avenue . . 

5 

11,000 

5 

3,500 

Robken  Road  

5 

7,000 

5 

3,500 

Rosecliff  Street  . . . 

5 

7,000 

5 

3,500 

Stella  Road 

6 

7,000 

6 

3,500 

Waver  ley  Road  . . . 

1 

7,000 

1 

3,500 

Willers  Street 

4 

7,000 

4 

3,500 

Wilmot  Street 

5 

7,000 

3 

3,500 

CITY  PROPER 

Location 

No. 

Install 

No. 

Remove 

Brookline  Avenue 

12 

35,000 

12 

20,000 

Beach  Street 

9 

35,000 

9 

20,000 

Clarendon  Street 

9 

20,000 

9 

7,000 

Deacon  Street  at  Deblois  Street  . . . 

1 

11,000 

1 

1,000 
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Kilby  Street  at  Water  Street 

North  Hanover  Court 

Water  Street 

RELOCATE 

1 

1 

4 

10,000 

7,000  1 

35,000  4 

3,500 

7,000 

Location 

Boylston  Street  at  Clarendon  Street  . 

Eliot  Street  at  Carver  Street 

83  Essex  Street 

42  Lomasney  Way 

No. 

1 

1 

1 

1 

Lumens 

10,000 

10,000 

10,000 

15,000 

GAS  STREET  LAMPS  — JULY  1,  1976  to  JUNE  30,  1977 


On  July  1,  1976,  the  City  of  Boston  had  in  active  service  1,118  gas 
lamps  which  are  used  in  various  locations  in  the  city  to  light  public  ways, 
private  ways,  public  and  private  alleys,  and  three  parks.  Of  the  1,1 18  gas 
lamps,  thirty-seven  were  fire-alarm  lamps.  During  the  year,  127  new  gas 
lamps  were  installed,  and  one  fire-alarm  light,  which  had  been  discon- 
tinued since  1973,  was  restored  to  service.  Of  the  127  new  gas  lamps  in- 
stalled one  was  a fire-alarm  light.  Five  gas  street  lamps  were  removed 
from  service. 

The  gas  lamps  are  located  on  the  following  streets: 

CITY  PROPER 

Pinckney  Street  — thirty-five  lamps 
Public  Alley  No.  303  — one  lamp 
Pinckney  Street,  Rear  117  — two  lamps 
Walnut  Street  — ten  lamps 
Spruce  Street  — four  lamps 

Spruce  Place,  opposite  Rear  28  Chestnut  Street  — one  lamp 

Spruce  Court  — two  lamps 

Willow  Street  ~ four  lamps 

Willow  Street,  Rear  9 — one  lamp 

Acorn  Street  — two  lamps 

Chestnut  Street  — twenty-seven  lamps 

Mt.  Vernon  Place  — three  lamps 

Branch  Street  — eleven  lamps 

Byron  Street  — eight  lamps 

Mt,  Vernon  Square  — three  lamps 

Mt.  Vernon  Square,  Rear  3 — one  lamp 

Public  Alley  No.  301  — three  lamps 

West  Cedar  Street  — thirty-three  lamps 

West  Cedar  Street,  Rear  5 — one  lamp 

Myrtle  Street  — thirty-two  lamps 

Myrtle  Street,  Rear  22  — one  lamp 

Louisburg  Square  — six  lamps 

Smith  Court  — three  lamps 

Coolidge  Avenue  at  the  rear  of  No.  36  Temple  Street  — one  lamp 

South  Russell  Street  — 12  lamps 

Anderson  Street  — sixteen  lamps 

Anderson  Street,  Rear  64  — two  lamps 

Joy  Street  — twenty-six  lamps 

Joy  Street,  Rear  8 — one  lamp 

Joy  Street,  Rear  37  — one  lamp 

Champney  Place  — three  lamps 

Lindall  Place  — four  lamps 

Parkman  Street  at  North  Anderson  Street  — one  lamp 
Strong  Place  — two  lamps 
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Ridgeway  Lane  — seven  lamps 
Irving  Street  — thirteen  lamps 
Garden  Street  — thirteen  lamps 
Garden  Street,  Rear  23  — one  lamp 
Phillips  Street  — 20  lamps 

Phillips  Street,  Rear  24,  Coburn  Court  — one  lamp 

Phillips  Street,  Rear  85,  Lindall  Court  — ene  lamp 

Primus  Avenue  — two  lamps 

West  Hill  Place,  Rear  — four  lamps 

Beaver  Street  — four  lamps 

Charles  Street  — sixty-one  lamps 

Charles  Street,  Rear  125  — one  lamp 

Charles  Street,  Rear  131  — one  lamp 

Putnum  Avenue  — three  lamps 

Revere  Street  — thirty-two  lamps 

Revere  Street,  Rear  117  — two  lamps 

Rollins  Place  — two  lamps 

Goodwin  Place  — three  lamps 

Sentry  Hill  Place  — three  lamps 

Bellingham  Place  — two  lamps 

River  Street  — thirteen  lamps 

Otis  Place  — six  lamps 

Beaver  Place  — six  lamps 

Cedar  Lane  Way  (Pinckney  Street  to  Mr.  Vernon  Street)  — two  lamps 

Lime  Street  — nine  lamps 

Lime  Street,  alley  off  No.  38  — three  lamps 

Brimmer  Street  — twenty-one  lamps 

Mt.  Vernon  Street  — fifty-five  lamps 

Grove  Street  — thirteen  lamps 

Grove  Street,  Rear  5 — one  lamp 

Grove  Square  — two  lamps 

Cambridge  Street  (Temple  Street  to  West  Cedar  Street)  — twenty-nine  lamps 
Tremont  Street  at  Kings’  Chapel  — two  lamps 
Hancock  Street  — seventeen  lamps 
Hancock  Street,  Rear  53  — one  lamp 

Montgomery  Street,  Rear  78,  in  Montgomery  Park  — one  lamp 

North  Square  — thirteen  lamps 

Salem  Street  at  Christ  Church  — three  lamps 

Salem  Street,  Rear  193  — one  lamp 

Unity  Street  at  rear  of  Christ  Church  — one  lamp 

Commercial  Whalf  South,  No.  19  — one  lamp 

Shawmut  Avenue,  alley  off  No.  303  — two  lamps 

Broadway  (Charles  Street  South  to  Piedmont  Street)  — eleven  lamps 

Piedmont  Street  — fourteen  lamps 

Jefferson  Street  — three  lamps 

Bay  Street  — one  lamp 

Dingley  Place  — three  lamps 

Fayette  Street  — seventeen  lamps 

Melrose  Street  — sixteen  lamps 

Winchester  Street  — thirteen  lamps 

South  Cedar  Place  — one  lamp 

Church  Street  — twenty-five  lamps 

Melrose  Street,  side  of  34  in  the  park  — one  lamp 

Edgerly  Place  — three  lamps 

Shawmut  Street  — eight  lamps 

Marlborough  Street  — 206  lamps 

Myrtle  Street  Playground  — ten  lamps 

North  Bennet  Court  — two  lamps 

Unity  Court  — four  lamps 

Broadway  Park  — eight  lamps 

60  Long  Wharf  — three  lamps 

Long  Wharf,  Rear  60  — three  lamps 

Bowdoin  Street  — thirteen  lamps 

Phillips  Street  Playground  — nine  lamps 

Beacon  Street  (River  Street  to  Beaver  Street)  — ten  lamps 
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Market  Street,  Rear  347  — one  lamp 

Foster  Street,  Rear  64  — one  lamp 

Winship  Street,  Rear  20,  28,  33,  34,  50  — five  lamps 

Washington  Street,  Rear  246  — one  lamp 

Sidlaw  Road,  No.  28  — one  lamp 

Tremont  Place,  No.  4 — one  lamp 

Reservoir  Road  at  Malia  Terrace  — one  lamp 

EAST  BOSTON 


Bremen  Street,  Rear  18  — one  lamp 
Drake  Place  — one  lamp 
Sumner  St,  Rear  309,  317,  319  — three  lamps 
Webster  Street,  Rear  108,  253  — two  lamps 
Paris  Street,  Rear  24  — one  lamp 
Border  Steet,  Side  65  — one  lamp 
Public  Alley  No.  2001  — two  lamps 
Marion  Street,  Rear  64  — one  lamp 
Havre  Street,  Rear  220  — one  lamp 
1 Morton  Place  — one  lamp 
Everett  Street,  Rear  88  — one  lamp 
Chelsea  Street,  Rear  164  — one  lamp 

CHARLESTOWN 


Hickory  Avenue  — one  lamp 

Tremont  Street,  Rear  1 — one  lamp 

Mt.  Vernon  Street,  No.  2 — one  lamp 

Chestnut  Street,  No.  51  — one  lamp 

Winthrop  Street,  Rear  34  — one  lamp 

Cook  Street  Court,  No.  9 — one  lamp 

Warren  Street,  Rear  72,  79,  91  — three  lamps 

Church  Court,  opposite  No.  7 — one  lamp 

Harvard  Square  at  Henley  Street  — one  lamp 

Harvard  Street,  Rear  7 and  thirteen  — two  lamps 

Harvard  Street,  No.  43  — one  lamp 

Harvard  Place  at  end  — one  lamp 

Austin  Street  — two  lamps 

Union  Street,  Rear  16  — one  lamp 

Boyle  Street  — one  lamp 

Pleasant  Street,  opposite  No.  20  — one  lamp 

Pleasant  Street,  Rear  23,  33,  60  — three  lamps 

Ludlow  Street  — two  lamps 

Crystal  Place  — one  lamp 

Washington  Street  — fifteen  lamps 

High  Street,  Rear  29  and  35  — two  lamps 

Jefferson  Avenue  at  Concord  Avenue  — one  lamp 

Boswell  Lane  — one  lamp 

Hancock  Street,  No.  8 — one  lamp 

Elm  Street,  Rear  9 and  23  — two  lamps 

Lawnwood  Place  — five  lamps 

Main  Street,  Rear  108  and  281  — two  lamps 

Salem  Street  — seven  lamps 

Salem  Street,  Rear  4 and  5 — two  lamps 

Salem  Street  Avenue  — five  lamps 

Bolton  Place  — two  lamps 

Cary  Place  — one  lamp 

High  Street  at  Salem  Street  Avenue  — one  lamp 

Holden  Row  — two  lamps 

Mason  Court  — one  lamp 

Avon  Place  — one  lamp 

Monument  Court  — one  lamp 

Adams  Street,  opposite  No.  5 — one  lamp 
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Wallace  Court  — two  lamps 

Concord  Avenue,  opposite  Lexington  Avenue  — one  lamp 

Lexington  Avenue  — two  lamps 

Bunker  Hill  Street,  Rear  312,  314,  316  ^ three  lamps 

Bunker  Hill  Street,  Rear  322  — two  lamps 

North  Meade  Street  Court  — two  lamps 

Auburn  Square  — one  lamp 

Auburn  Place  — one  lamp 

Armory  Street  — three  lamps 

Phipps  Street  — two  lamps 

Wellington  Place  — one  lamp 

South  Quincy  Place  — one  lamp 

Essex  Street  — three  lamps 

Lyndeboro’  Street  — three  lamps 

Hadley  Street  — two  lamps 

Parker  Street,  No.  13  — one  lamp 


SOUTH  BOSTON 


Hart  Place  — one  lamp 

Wormwood  Street  — one  lamp 

Binford  Street,  opposite  24  — one  lamp 

Dorchester  Avenue,  Rear  543,  551,  573  — three  lamps 

Middle  Street,  Rear  37  — one  lamp 

Bell  Court  — one  lamp 

E Street,  Rear  340  — one  lamp 

Dorchester  Street  near  East  First  Street  — one  lamp 

H Street,  Rear  84  — one  lamp 

H Street,  Rear  160  — one  lamp 

M Street,  Rear  131  — one  lamp 

Rutland  Court  — two  lamps 

O Street,  Rear  136  and  149  — two  lamps 

Marine  Road,  Rear  44  — one  lamp 

West  Third  Street,  Rear  321  — one  lamp 

East  Second  Street,  Rear  633  — one  lamp 

East  Fourth  Street,  Rear  594  — one  lamp 

East  Fifth  Str-eet,  Rear  505  — one  lamp 

East  Fifth  Street,  Rear  561  — three  lamps 

East  Fifth  Street,  Rear  663,  707,  and  802  — three  lamps 

East  Sbcth  Street,  Rear  553  and  561  — two  lamps 

East  Seventh  Street,  Rear  602  — one  lamp 

Shepton  Terrace  — one  lamp 

Norcross  Place  — one  lamp 


DORCHESTER 

Dawes  Terrace  — one  lamp 

Windermere  Road,  Rear  4 — one  lamp 

Dorchester  Avenue,  Rear  1407  — one  lamp 

Dickens  Street,  Rear  25  — one  lamp 

Wellesley  Park  — eleven  lamps 

Rundel  Park  — one  lamp 

Claridge  Terrace  — one  lamp 

Rozella  Street  — four  lamps 

Hillsboro  Road,  opposite  No.  36  — one  lamp 

Minot  Street,  Rear  38,  70,  and  85  — three  lamps 

Milwood  Terrace  — one  lamp 


ROXBURY 

Albemarle  Court  — two  lamps 
Creighton  Street,  Rear  49  — two  lamps 
Parker  Street,  Rear  719  — one  lamp 
Folsom  Avenue  — one  lamp 
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Cherokee  Street,  Rear  7 — one  lamp 

Calumet  Street,  Rear  34,  101  — two  lamps 

15  Shepherd  Avenue  — one  lamp 

Wigglesworth  Street,  Rear  2 — one  lamp 

Huntington  Avenue,  Rear  704  — one  lamp 

Harrington  Avenue  — one  lamp 

Highland  Park  Avenue,  Rear  5 — one  lamp 

Heath  Street  under  railroad  — one  lamp 

Marcella  Street,  Rear  36  — one  lamp 

St.  James  Place,  at  No.  1 and  No.  6 — two  lamps 

Dunreath  Terrace  — one  lamp 

1 Copeland  Place  — one  lamp 

Dewey  Terrace  — one  lamp 

Dacia  Terrace,  Rear  21  — one  lamp 

Cottage  Court,  No.  4 — one  lamp 


JAMAICA  PLAIN 


Green  Street,  Rear  73  — one  lamp 
Union  Avenue,  Rear  8 — one  lamp 
Jamaica  Street,  Rear  31  — one  lamp 
Burroughs  Street,  Rear  38  — one  lamp 
Regent  Circle  — one  lamp 
Burroughs  Street  at  Pond  Street  — one  lamp 
Spring  Park  Avenue,  Rear  21  — one  lamp 
Parley  Avenue,  No.  34  — one  lamp 
Paul  Gore  Terrace,  — one  lamp 
Atherton  Street  under  railroad  — one  lamp 

WEST  ROXBURY 

Allandale  Street,  No.  165  — two  lamps 
Sumner  Avenue  — one  lamp 
Crest  Street,  No.  62  — one  lamp 
Vermont  Street,  Rear  3 — one  lamp 
Belgrade  Avenue,  Rear  154  — one  lamp 
Pleasant  Avenue  — one  lamp 


NEW  GAS  LAMPS 

Location 

Phillips  Street  Playground,  City  Proper,  nine  lamps 

Marlborough  Street,  at  Nos.  380,  384,  388,  394,  404;  opposite  Nos.  407, 
416;  at  Massachusetts  Avenue,  southeast  corner;  at  Massachusetts 

Avenue,  northeast  corner 

Marlborough  Street  at  No.  16 

Cook  Street  Court,  No.  9,  Charlestown 

Marlborough  Street,  No.  127 

Marlborough  Street,  at  No.  340,  at  Hereford  Street,  southeast  corner;  at 

Hereford  Street,  southwest  corner.  Nos.  364,  372,  369,  383,  389  

Marlborough  Street,  at  No.  191,  at  Gloucester  Street,  northwest  corner. 
Nos.  337,  336,  341,  346,  349,  352,  355,  356;  opposite  No.  360,  at 

Hereford  Street;  northeast  corner,  opposite  Nos.  364,  376  

Marlborough  Street,  at  Nos.  428,  433  , 437,  436,  443,  440,  445,  446,  449; 
opposite  Nos.  449,  451;  at  rear  No.  405  Commonwealth  Avenue;  at 
rear  No.  409  Commonwealth  Avenue;  at  rear  No.  411  Commonwealth 

Avenue 

27  Washington  Street,  Charlestown 

Marlborough  Street,  at  Nos.  135,  144,  137,  at  Dartmouth  Street;  north- 
west comer,  at  Dartmouth  Street;  southwest  corner.  Nos.  163,  167, 

170,  175,  179,  197;  opposite  No.  425  

Marlborough  Street,  at  Clarendon  Street;  northwest  comer,  at  Clarendon 
Street;  southwest  corner.  Nos.  105,  109,  113, 124,  130, 140, 


Installed 

8- 31-1976 

9- 18-1976 

9- 27-1976 

10- 1-1976 
10-1-1976 

10-2-1976 


10-23-1976 


10-24-1976 

11-2-1976 


11-11-1976 

11-13-1976 
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Marlborough  Street,  at  No.  421;  opposite  Nos.  421^425,  429,  432;  opposite 

Rear  41 1 Commonwealth  Avenue 1 1-27-1976 

Marlborough  Street,  No.  117 1 1-24-1976 

Marlborough  Street,  at  Hereford  Street,  northwest  corner.  Nos.  379,393, 

403;  opposite  Rear  419  Commonwealth  Avenue;  at  Rear  419  Com- 
monwealth Avenue;  at  Charlesgate  East,  northeast  corner;  at  Charles- 

gate  East,  southeast  corner 1-22-1977 

Marlborough  Street,  at  No.  399  2-4-1977 

Marlborough  Street,  at  Nos.  288,  373 2-26-1977 

Marlborough  Street,  at  Nos.  345,  314,  323,  322;  at  Gloucester  Street,  south- 
east corner  4-16-1977 

Marlborough  Street,  at  Nos.  297, 298,  302,  303,  308,  319  4-23-1977 

Church  Street,  No  1 1 , City  Proper 4-23-1977 

Washington  Street,  No.  37,  Charlestown 4-23-1977 

Marlborough  Street,  at  Fairfield  Street,  northwest  corner;  at  Fairfield 

Street,  southwest  corner;  opposite  Nos.  282, 287, 294,  313  4-30-1977 

Washington  Street,  opposite  No.  35,  Charlestown 4-30-1977 

North  Bennet  Court,  No.  1 , City  Proper 6-16-1977 

Beacon  Street,  No.  72,  City  Proper  6-17-1977 

Marlborough  Street,  No.  293  6-17-1977 

Grove  Street,  No.  53,  City  Proper 6-17-1977 

Marlborough  Street,  No.  409  6-18-1977 

Marlborough  Street,  No.  407 6-21-1977 

FIRE  ALARM  LAMP  RELIGHTED 

Box  1537,  Marlborough  Street  at  Berkeley  Street,  discontinued  6-9-1973, 

and  relighted 12-15-1976 

NEW  GAS  FIRE  ALARM  LAMP 

Box  4135,  Rutherford  Avenue  at  Devins  Street,  Charlestown,  lit,  4-23-1977 

LAMPS  DISCONTINUED 

Water  Street,  Jamaica  Plain 8-9-1976 

Warren  Street,  Rear  44,  Charlestown 9-1-1976 

Jefferson  Avenue,  No.  25,  Charlestown  9-30-1976 

Crawford  Street,  No.  98,  Roxbury 5-31-1977 

Parker  Street,  Rear  727,  Roxbury 5-31-1977 

LAMP  RELOCATED 

Washington  Street,  Charlestown,  from  No.  90  to  No.  86,  relocated 9-15-1977 

LOCATION  OF  GAS  STREET  LAMPS  BY  DISTRICT 
JULY  1,1977 

District  Type  No. 

City  Proper,  fire  lights 33 

City  Proper,  street  lamps 970 

East  Boston,  street  lamps 16 

Charlestown,  fire  lights  6 

Charlestown,  street  lamps 110 

Brighton,  street  lamps 12 

South  Boston,  street  lamps  31 

Dorchester,  street  lamps 24 

Roxbury,  street  lamps 22 

Jamaica  Plain,  street  lamps 10 

West  Roxbury,  street  lamps 7 

Total 


1,241 
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BROKEN  GAS  LAMP  POSTS 

During  the  year  the  Boston  Gas  Company  replaced  the  following  gas 
posts  which  were  broken. 

Pinckney  Street  at  West  Cedar  Street,  southeast  corner 

Phillips  Street  at  West  Cedar  Street,  southeast  corner 

Beaver  Street,  second  lamp  from  Beacon  Street 

Mt.  Vernon  Street  at  Charles  Street,  southwest  comer 

Marlborough  Street,  No.  394 

Joy  Street  at  Myrtle  Street,  northeast  comer 

Hancock  Street,  No.  5,  City  Proper 

West  Cedar  Street  at  Chestnut  Street 

Walnut  Street,  opposite  No.  12,  City  Proper 

ELECTRIC  FIRE  ALARM  LAMPS  — NEW  LIGHTS 

Fire  Box 

No.  Location  Date 

531  Corey  Road  at  Mt.  Hood  Road,  Brighton* 3-8-1977 

1245  Commercial  Street  at  Fleet  Street 7-1-1976 

1247  Atlantic  Avenue,  opposite  Cross  Street 8-17-1976 

1246  Atlantic  Avenue  and  Commercial  Wharf  East  9-17-1976 

1661  Washington  Street  and  Worcester  Square 9-17-1976 

1253  Clinton  Street  and  Blackstone  Street 9-30-1976 

1255  North  Street  and  Blackstone  Street 9-30-1976 

1259  North  Street  and  Union  Street 10-1-1976 

2126  Albany  Street  and  Mall  Street,  Roxbury 3-31-1976 

383  No.  75  Sunnyside  Street,  Hyde  Park*  9-16-1976 

5317  Collision  Road  and  Lanark  Road,  Brighton* 9-1-1976 

5313  Commonwealth  Avenue  and  Cummings  Road,  Brighton* 9-1-1976 

5345  Strathmore  Road  and  Sutherland  Road,  Brighton* 9-1-1976 

5348  Strathmore  Road  and  Orkney  Road,  Brighton* 9-3-1976 

5173  Melvin  Avenue  and  Allston  Street,  Brighton* 9-1-1976 

5357  Commonwealth  Avenue  and  Foster  Street,  Brighton* 9-1-1976 

3 1 23  Bowdoin  Street  and  Hamilton  Street,  Dorchester 9-20- 1 976 

1775  Magnolia  Street  and  Bird  Street,  Dorchester 8-16-1976 

1815  Opposite  No.  401  Mt.  Vernon  Street,  Dorchester* 11-22-1976 

1812  Opposite  No.  340  Mt.  Vernon  Street,  Dorchester 12-2-1976 

2369  Calumet  Street  and  Iroquois  Street,  Roxbury* 12-24-1976 

5334  Chiswick  Road  and  Lothian  Street,  Brighton* 11-30-1976 

2241  Tremont  Street  and  New  Dudley  Street,  Roxbury 5-31-1977 

2235  Roxbury  Street  and  New  Dudley  Street,  Roxbury 5-31-1977 

1481  Washington  Street  and  Oak  Street  West 5-31-1977 

3122  Olney  Street  and  Richfield  Street,  Dorchester 5-31-1977 

2441  Boylston  Street  and  Amory  Street,  West  Roxbury* 5-31-1977 

5153  Allston  Street  and  Bellvista  Road,  Brighton* 5-27-1977 

*Fire  lights  installed  on  carrying  poles. 
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Fire 

Box  No.  Location 

3627  Morton  Street  and  Rhodes  Street,  Dorchester 
3517  No.  91  Ames  Street,  Dorchester 
2243  Columbus  Avenue  and  Station  Street,  Roxbury 
3426  Norfolk  Street  and  Chipman  Street,  Dorchester 
3429  Norfolk  Street  and  Stanton  Street,  Dorchester 
2241  Tremont  Street  and  Linden  Park  Street,  Roxbury 
2286  Townsend  Street  and  Codman  Park,  Roxbury 
2297  Cobden  Street,  and  Dunford  Street,  Roxbury 
3137  Opposite  No.  101  Draper  Street,  Dorchester 
6117  Sumner  Street  and  Lamson  Street,  East  Boston  (carrying  pole  light) 
368  Colorado  Street  and  Messinger  Street,  Dorchester  (carrying  pole 
light) 

3441  Opposite  No.  75  Bailey  Street,  Dorchester 

3783  Washington  Street  and  Tyler  Street,  Hyde  Park  (carrying  pole 
light) 

3784  Washington  Street  and  Garfield  Avenue,  Hyde  Park  (carrying  pole 
light) 

3561  Morton  Street  and  Pine  Ridge  Road,  Dorchester 
2173  Howland  Street  and  Elm  Hill  Avenue,  Roxbury 
2352  Opposite  77  Avenue  Louis  Pasteur,  Roxbury 
3533  Willowwood  Street  and  Ballou  Avenue,  Dorchester 
3532  Norfolk  Street,  opposite  Mascot  Street,  Dorchester 
2179  Waumbeck  Street  and  Harold  Street,  Roxbury  (carrying  pole 
light) 

2187  Harold  Street  and  Homestead  Street,  Roxbury  (carrying  pole 
light) 

6143  Cottage  Street  and  Porter  Street,  East  Boston 
2617  Washington  Street  and  Elven  Road,  West  Roxbury 
2448  School  Street,  opposite  Granada  Park,  West  Roxbury 
6138  Sumner  Street  and  Orleans  Street,  East  Boston 
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CATCH  BASIN  CLEANING  DURING  FISCAL  YEAR 
JULY  1,  1976  TO  JUNE  30,  1977 


DISTRICT 

By  City 
Forces 

Under 

Contract 

Totals 

Brighton 

516 

440 

956 

Charlestown 

226 

98 

324 

Boston  Proper 

1,029 

55 

1,084 

Dorchester 

1,775 

0 

1,775 

East  Boston 

525 

141 

666 

Hyde  Park 

469 

0 

469 

Jamaica  Plain 

409 

0 

409 

Roslindale 

374 

0 

374 

Roxbury 

480 

0 

480 

South  Boston  

499 

200 

699 

West  Roxbury , 

470 

416 

886 

Totals 

6,772 

1,350 

8,122 

MAINTENANCE  SECTION 
JULY  1,  1976  TO  JUNE  30,  1977 


Complaints  received  and  investigated 

Complaints  received  requiring  maintenance  service 

Sewers  repaired  by  city  forces  and  emergency  repairs  contractor  (linear  feet)  .... 

Sewers  cleaned  (miles) 

House  drains  constructed,  repaired,  and  inspected 

Municipal  liens  reported  to  City  Collector 

Catch  basins  and  manholes  repaired  by  city  forces  and  by  emergency  repairs 

contractor 

Catch  basins  and  drop  inlets  cleaned: 


by  city  forces 6,772 

by  contractor  1,350 


Catch  basins  rodded 


3,550 

2,810 

328.5 

10.9 

135 

10,500 

322 


8,122 

560 


CALF  PASTURE  PUMPING  STATION 
JULY  1,  1976  TO  JUNE  30,  1977 


Sewage  pumped 197.460  MG 

Average  pumped  per  day 0.5410  MG 

Pumping  cost  per  MG $1,244.14* 


•This  figure  reprcsenis  an  approximate  cost  to  the  City  of  Boston  to  maintain  the  Calf  Pasture 
Pumping  Station  on  a standby  basis  (approximate  twelve-month  cost,  7-1-76  to  6-30-77,  to  operate  station, 
$245,668.62)  to  assist  the  Metropolitan  District  Commission  in  handling  the  surcharge  of  its  sewerage 
system  during  periods  of  heavy  rainfall.  This  condition  has  prevailed  since  February  2,  1%8,  the  date  the 
MDC  took  over  the  pumping  and  disposal  of  the  city’s  sewage. 


Public  Works  Department 


87 


CATCH  BASINS  UNDER  JURISDICTION 
OF  THE  SEWER  DIVISION 


Catch  Basins  Built 

or  Abandoned 

July  1, 

1976  to  June  30,  1977 

Total  for  Entire  City 

Number 

Net 

Previous 

Grand 

Abandoned 

Increase 

Report  through 

Total 

Number 

or 

or 

June 

June 

DISTRICT 

Built 

Removed 

Decrease 

30,  1976 

30,  1977 

Boston  Proper 

0 

0 

0 

3,929 

3,929 

Roxbury 

0 

0 

0 

3,720 

3,720 

South  Boston 

0 

0 

0 

1,531 

1,531 

East  Boston  

0 

0 

0 

1,263 

1,263 

Charlestown 

0 

0 

978 

978 

Brighton 

0 

0 

0 

2,198 

2,198 

West  Roxbury 

0 

0 

0 

4,950 

4,950 

Dorchester 

0 

0 

0 

5,829 

5,829 

Hyde  Park  

2 

0 

+ 2 

1,703 

1,705 

Totals 

2 

0 

+ 2 

26,101 

26,103 

TOTAL  LENGTH  OF  SEWERS 


Sewers  and  surface  drains  built  previous  to  July  1,  1976 1,402.021 

Sewers  and  surface  drains  built  between  July  1,  1976,  and  June  30,  1977 0.039 


1,402.60 

Sewers  abandoned  between  July  1,  1976,  and  June  30,  1977  none 

Total  miles  of  existing  sewers 1 ,402.60 

Approximate  number  of  house  connections  to  City  of  Boston  sewer  system 90,780  + or  - 


SUMMARY  OF  SEWER  CONSTRUCTION  JULY  1,  1976  TO  JUNE  30,  1977 
AND  FOUR  PREVIOUS  YEARS 


7-1-76— 

6-30-77 

7-1-75— 

6-30-76 

7-1-74— 

6-30-75 

1973 

Linear  Feet 

Linear  Feet 

Linear  Feet 

Linear  Feet 

Built  by  city  by  contract  or  day  labor 

208 

none 

2,069 

553.00 

Shared  by  city  and  government 

none 

12,785 

3,183 

6,976.00 
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Table  No.  11 

Showing  Length  of  Water  Pipes  and  Connections  Owned  and  Operated  by  Public 
Works  Department,  Water  Division,  Water  Service  and  Number  of  Valves 
in  Same. 


48" 

42" 

40" 

36" 

30" 

24" 

Length  owned  and  operated,  including  high- 

pressure  fire  service,  June  30,  1976 

56,285 

16,191 

8.809 

46,788 

77,405 

93,643 

Gate  valves  in  same 

26 

4 

5 

41 

59 

91 

Air  valves  in  same 

60 

5 

10 

42 

113 

85 

Blowoffs  in  same  

11 

5 

6 

7 

27 

33 

High-pressure  fire  service 

- 

- 

- 

- 

- 

- 

Length  laid  and  relaid  in  feet 

- 

- 

27 

105 

274 

Gate  valves  in  same 

- 

- 

- 

1 

5 

11 

Air  valves  in  same 

- 

- 

- 

- 

- 

- 

Blowoffs  in  same 

- 

- 

- 

- 

- 

- 

Length  abandoned 

- 

- 

-V 

27 

105 

274 

Gate  abandoned  in 

- 

- 

- 

- 

- 

9 

Air  valves  abandoned  in  

- 

- 

- 

- 

- 

- 

Blowoffs  abandoned  in 

- 

- 

- 

- 

- 

- 

Length  owned  and  operated  including  high- 

pressure  fire  service,  June  30,  1977 

56,285 

16,191 

8,809 

46,788 

77,405 

93,643 

Gate  valves  in  same 

26 

4 

5 

42 

64 

93 

Air  valves  in  same 

60 

5 

10 

42 

113 

85 

Blowoffs  in  same  

11 

5 

6 

7 

27 

33 

High-pressure  fire  service 

- 

- 

- 

- 

- 

- 

Public  Works  Department 
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20" 

16" 

12" 

10" 

8" 

6" 

4" 

3" 

2" 

Totals 

108,847 

423,228 

1,936,904 

432,196 

1,719,340 

695,384 

62,435 

10,941 

6,102 

5,694,498 

80 

870 

5,543 

1,550 

5,962 

3,203 

593 

16 

- 

18,043 

53 

105 

65 

1 

5 

- 

- 

1 

- 

545 

43 

77 

166 

40 

205 

142 

- 

9 

- 

771 

21,019 

59,037 

35,997 

- 

- 

- 

- 

- 

116,053 

11 

106 

5,920 

4 

28,134 

10 

9 

- 

- 

34,600 

2 

6 

36 

— 

97 

1 

— 

— 

— 

159 

11 

41 

3,224 

3,576 

1,968 

24,805 

9 

— 

— 

34,040 

11 

- 

14 

6 

8 

75 

- 

- 

- 

123 

- 

- 

4 

- 

- 

12 

- 

- 

- 

16 

108,847 

423,293 

1,939,600 

428,624 

1,745,506 

670,589 

62,435 

10,941 

6,102 

5,695,058 

71 

876 

5,565 

1,544 

6,051 

3,129 

593 

16 

- 

18,079 

53 

105 

65 

1 

5 

- 

- 

1 

- 

745 

43 

77 

162 

40 

205 

130 

- 

9 

- 

755 

21,019 

59,037 

35,997 

- 

- 

- 

- 

- 

- 

116,053 

1,078.60  miles  in  distribution  system,  including  high-pressure  fire  service. 
21.98  miles  in  high-pressure  fire  service. 


TABLE  NO.  12 

TOTAL  NUMBER  OF  HYDRANTS  IN  SYSTEM,  JUNE  30,  1977 
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Public:  June  30,  ’76 

Private:  June  30,  ’76 

Added 

Abandoned 

Total  Public,  June  30,  ’77 

Total  Private,  June  30,  ’77 
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Total  Hydrants  Abandoned  — 1976-1977 


TABLE  NO.  13 

COST  OF  REPLACEMENT  OF  MAIN  PIPE 
JULY  1,  1976  TO  JULY  1,  1977,  BRA  AND  STATE 


PUBLIC  WORKS  DEPARTMENT 
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TABLE  NO.  14 

COST  OF  REPLACEMENT  OF  MAIN  PIPE 
JULY  1,  1976  TO  JULY  1,  1977 
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Contractor 

P,  V.  Barone  Corporation 

P.  V.  Barone  Corporation 

Lindsey  Construction  Corporation 
Mass.  Construction  Corporation 

Mass.  Construction  Corporation 
Mass.  Construction  Corporation 
Mass.  Construction  Corporation 
Mass.  Construction  Corporation 
Mass.  Construction  Corporation 
Mass.  Construction  Corporation 

Mass.  Construction  Corporation 
Mass.  Construction  Corporation 

Susi  Equipment  Corporation 
Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 

Lindsay  Construction  Corporation 
Lindsay  Construction  Corporation 
J.  F.  «&  Sons  Construction  Corp. 
Lindsay  Construction  Corporation 

Total  1 

Cost  1 

$25,136  16 
626  56 
847  70 
368  57 
5,933  91 
99,291  50 
187  88 
18,527  82 
131  03 
5,450  90 
11,399  72 
4,402  65 
8,150  14 
13,561  74 
32,692  29 
353  78 
18,383  67 
15,579  61 
314  48 
9,154  20 
15,889  09 
5,931  57 
16,103  81 
41,091  57 
21,820  67 
12,480  46 
2,415  57 
80  52 
19,780  85 
9,689  13 
12,299  80 
34,998  95 

Engineering 
and  Inspection 
Cost 

$2,285  11 
56  96 
22  06 
33  51 
539  45 
9,026  50 
17  08 
1,684  35 
11  91 
495  54 
1,036  34 
400  24 
740  92 
1,232  89 
2,972  03 
32  16 
1,671  24 
1,416  33 
28  59 
832  20 
1,444  46 
539  23 
1,463  98 
3,735  60 
1,983  70 
1,134  59 
219  60 
7 32 
1,798  26 
880  83 
1,118  16 
3,181  72 

Contract 

Cost 

$22,851  05 
569  60 
220  64 
335  06 
5,394  46 
90,265  00 
170  80 
16,843  47 
119  12 
4,955  36 
10,363  38 
4,002  41 
7,409  22 
12,328  85 
29,720  26 
321  62 
16,712  43 
14,163  28 
285  89 
8,322  00 
14,440  63 
5,392  34 
14,639  83 
37,355  97 
19,836  97 
11,345  87 
2,195  97 
73  20 
17,982  59 
8,808  30 
11,181  64 
31,817  23 

Length 

(Feet) 

(Nr'roO  — •^r^r^'/^oovrioo— <r-^r'’rn— 
V©  — 1 v©^  t~'  (N  ' m v-i  <N 

Size 

(Inches) 

<N<S<S<S<N  <S  <S 

00  — — '©00-.  00  — 00  — OOOOOOOO  — 00  00—  v©oooooooooooooooooooooo 

v00<sv©v©0  '0<SSO<S'OVO'CV©<SV©V©<S  v©v©\©v©v©\©oOO^vOOOVO 

Street 

Haynes  Street 

Webster  Street 

Forbes  Street 

Billings  Street 

Cedrus  Avenue 

June  Street -.  . . 

Elgin  Street 

Hillcrest  Street 

Lorette  Street 

Newberg  Street 

Pomfret  Street 

Ruskin  Street 

Marston  Street 

Bowdell  Street 

Bowdoin  Park 

Carson  Street 

Clarkson  Street 

Dorset  Street 

Downer  Avenue 

Moseley  Street 

Nonquit  Street 

Raven  Street  

Virginia  Street 

District 

9^  fN|  V©  \©\©v©v©v©t©  \©v©  00  rr,  fT)  rr,  rrt 

Area 

— — <s<s  <S<S<S<S<S<S  <S<S  <s  ro  r*^  m m pr,  <pi<r)mrp> 

TABLE  NO.  14  — Concluded 
COST  OF  REPLACEMENT  OF  MAIN  PIPE 
JULY  1,  1976  TO  JULY  1,  1977 


Public  Works  Department 
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5 

< 

o S 

§ ' 

« E: 

SS 


. H ^ 
O ^ ^ 

^ I a 

w w ^ 
« o 
5 a*- 

H Z « 

< s 


Contractor 

Ameron,  Inc. 

Ameron,  Inc. 
Ameron,  Inc. 

Ameron,  Inc. 

Total 

Cost 

oo  O Q O 

<s  m ® rs 

VO  00  O VO 

VO  VO  VO 

m oo  0\  — — <N 

$272,852 

Engineering 
and  Inspection 
Cost 

fO  VO  ^ O Q Q 
Ov  O v~i  'O 

00  rn 

rn  f'"  oo  ^ ^ ri 

$24,804 

Contract 

Cost 

$31,935 

78,763 

85,050 

13,500 

14,600 

24,200 

$248,048 

Length 

(Feet) 

2,049 

4,439 

4,550 

780 

600 

550 

Total 

Size 

(Inches) 

00  <S  <S  00  <S  <N 

Street 

Columbus  Avenue 

Tremont  Street 

Massachusetts  Avenue 

Braddock  Park  

1 

District 

- - - - 

Area 

COST  OF  CLEANING  AND  CEMENT  LINING  OF  MAIN  PIPES 
JULY  1,  1976  TO  JULY  1,  1977 


Contractor 

Spiniello  Construction  Company 
Spiniello  Construction  Company 
Spiniello  Consfruction  Company 
Spiniello  Construction  Company 
Spiniello  Construction  Company 

Spiniello  Construction  Company 
Spiniello  Construction  Company 

c 

Spiniello  Construction  Company  ® 

Spiniello  Construction  Company  ^ 

Spiniello  Construction  Company  ^ 

Ameron,  Inc.  ^ 

Ameron,  Inc.  ^ 

Ameron,  Inc.  ^ 

Ameron,  Inc.  ^ 

Ameron,  Inc.  ^ 

Ameron,  Inc.  10 

Ameron,  Inc.  ^ 

Ameron,  Inc.  * 

Ameron,  Inc.  ^ 

Ameron,  Inc.  fT) 

Ameron,  Inc.  Z 

Spiniello  Construction  Company  H 

Spiniello  Construction  Company 
Spiniello  Construction  Company 
Spiniello  Construction  Company 

Spiniello  Construction  Company 

97 

Total 

Cost 

$25,568  94 
21,818  83 
14,148  15 
22,354  56 
18,020  01 

125,044  32 

218,310  09 

21,916  24 

23,377  32 

42,858  42 
96,104  87 
17,582  43 
15,560  86 
15,161  85 
47,187  91 
36,175  65 
49,076  52 
5,319  95 
56.205  25 

2,074  78 
1,728  98 
11,810  41 
24,594  89 
51,137  89 
43,004  52 

18.750  49 

$1,023,794  14 

Engineering 
and  Inspection 
Cost 

$2,324  45 
1,983  53 
1,286  20 
2,032  23 

I, 638  18 

II, 367  67 
19,846  37 

1,992  39 

2,125  21 

3,896  22 
8,736  81 
1,598  40 
1,414  63 
1,378  35 
4,289  81 
3,288  70 
4,461  50 
483  63 
5,109  57 
188  62 
157  18 
1,073  67 
2,235  90 
4,648  90 
3,909  50 

1-704  59 

$93,072  19 

Contract 

Cost 

$23,244  49 
19,835  30 
12,861  95 
20,322  33 
15,381  83 

113,676  65 

198,463  72 

19,923  85 

21,252  11 

38,%2  20 
87,368  06 
15,984  03 
14,146  26 
13,783  50 
42,898  10 
32,886  95 
44,615  02 
4,836  32 
51  095  68 

1,886  16 
1,571  80 
10,736  74 
22,358  99 
46,488  99 
39,095  02 

17.045  90 

1 

[ 

$930,721  95 

Length 

(Feet) 

•r\ 

0'P-^ooQ-HO'^3s<or^QOQONQfn  — •r»0'<tQ«r>Qf»)oow^«%OQ  — 

O oo  r-  — -H  ^ r~^ 

— T 1/^00  « ^ rA  — T <N  ^ 

Total 

Size 

(Inches) 

Street 

Harrison  Avenue 

Hudson  Street 

Kneeland  Street 

South  Street 

Centre  Street 

Columbus  Avenue 

Dudley  Street 

New  Heath  Street 

Tremont  Street 

Roxbury  Street 

Allandale  Street 

Arborview  Road 

Calvin  Road 

Lila  Road 

Louder’ s Lane 

Malcolm  Road 

Westchester  Road 

Winchester  Terrace 

Whitcomb  Avenue 

Allandale  and  Malcolm  Road 

Elwell  Road 

Commonwealth  Avenue 

Colborne  Road 

Sutherland  Road  ....... 

Harvard  Avenue 

1 ■ 
! ' 

% 

1 

1 

) 

1 

District 

O O O O rt 

Area 

^ ^ ^ ^ ^ « — — . — fN«N<N<N<N«N<N<NfN<Nr')r')(N<N<N  «N 
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